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INNOVATION IN AMERICA: 
OPPORTUNITIES AND OBSTACLES 


TUESDAY, JUNE 22, 2010 

U.S. Senate, 

Subcommittee on Competitiveness, Innovation, and 

Export Promotion, 

Committee on Commerce, Science, and Transportation, 

Washington, DC. 

The Subcommittee met, pursuant to notice, at 2:34 p.m. in room 
SR-253, Russell Senate Office Building, Hon. Amy Klobuchar, 
Chairman of the Subcommittee, presiding. 

OPENING STATEMENT OF HON. AMY KLOBUCHAR, 

U.S. SENATOR FROM MINNESOTA 

Senator Klobuchar. Good afternoon, everyone. Thank you so 
much for coming today. We’re going to be talking today about a 
very key subject to our economy, to our economic recovery, and 
really to America’s standing in the world, and that is innovation. 

I’d like to thank everyone that’s here, especially The Honorable 
Aneesh Chopra, who is the Chief Technology Officer and Associate 
Director for Technology, Office in Science, Technology Policy. The 
President has named as his point person on these technology inno- 
vation issues. He is on our first panel. 

And then, after that, we have a second panel, and I will intro- 
duce the witnesses when they come up. 

But, I’d first like to thank Andy Weiss, who is the CEO of 
CoAxia. CoAxia is a small medical device company based in Maple 
Grove, Minnesota. And I think it’s very important here that we 
could have had CEOs from big companies, but a lot of our entrepre- 
neurship and innovation starts in America with our smaller compa- 
nies. I know, personally, Medtronic started in a garage; 3M, in 
Minnesota, started as a sandpaper company in Two Harbors, Min- 
nesota; and Target started in a dry goods store. That has been the 
story of America. It’s a story of innovation. 

The world has always looked to our country as a center of inno- 
vation and entrepreneurship, a place where even the smallest 
startup from the humblest beginnings can grow into a household 
name. 

My state, the State of Minnesota, is a state that brought the 
world everything from the pacemaker to the Post-it Note; and de- 
spite being 21st in the country for population, we are now 7th for 
Fortune 500 companies. And, as I said, these all started as small 
businesses. 
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I’m certain that the next Medtronic, 3M, or Mayo Clinic is being 
created right now in a lah or in a garage or in a manufacturing 
plant, and it is our job to support these innovators and entre- 
preneurs, and to allow them to bring these products to the market. 
The road from concept to commercialization is full of hurdles to 
jump and barriers to overcome, and we should focus our efforts to 
smoothing this road. 

I’m pleased to be here with my colleague. Senator LeMieux, the 
Ranking Member on this committee, from the State of Florida. And 
we have worked together on an export promotion bill to help small 
and medium-sized businesses. It actually got marked up through 
this committee 2 weeks ago. 

We know that, every day in every State, small companies are 
dreaming, doing, and driving the innovation agenda that we need 
to compete in this world economy. Whenever I think about this 
issue, I think about the beginning opening ceremony in the Beijing 
Summer Olympics, with the 2,000 perfectly synchronized drum- 
mers. Well, those drumbeats are only getting louder and louder. 
And while China is investing billions in its technology sector, we’re 
still trying to get figure out some regulations. And while India en- 
courages invention and entrepreneurship, we are still, sadly, play- 
ing “Red Light, Green Light” with stop-and-go tax incentives. And 
while Brazil is training more engineers every day, we are doing our 
best, but we simply still haven’t reached that point of graduating 
engineers and scientists to the degree to compete in this world 
economy. 

The world is moving ahead fast, and we can’t let it pass us by. 
We need to be a country that exports, that thinks, and that in- 
vents, and that makes stuff again. In the words of Minnesota na- 
tive and New York Times columnist Tom Friedman, “We need to 
do some nation-building in our own Nation.” 

So, how do we do this? How do we encourage innovation? Well, 
first and foremost, we need policies that galvanize investors and 
encourage companies to grow. And that includes a strong and con- 
sistent R&D tax credit. We need greater investment in small busi- 
ness innovators through programs like the Small Business Innova- 
tion Research Program and the Small Business Technology Trans- 
fer Program. I saw Senator Warner just walked in; I know he has 
been working very hard — a group of us have been working hard on 
making sure that credit is getting out there to small businesses, as 
well. 

We need an education system that emphasizes STEM courses, 
like math and science and engineering, a system that trains our 
children for jobs in a 21st-century economy, to do the kind of inno- 
vative work that needs to be done. 

We need to allow people that study in this country from other 
countries, that come and work in our universities, that have grad- 
uate degrees, to stay in this country and start the next Google. 

America has many innovative industries and companies, high- 
tech companies — IBM, Symantec — we’ve mentioned a number of 
them today — and we’re going to hear from the biotech/high-tech in- 
dustries today. 

But, I did want to focus on one issue which is very important in 
my State. And I know we’re going to hear from some of the medical 
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device industry people. I want you think about medical device in 
another way, besides saving my hip, and that is that the medical 
device industry is a poster child for American innovation. The U.S. 
is the world’s number-one exporter of medical devices, and the 
medical device industry is one of the few industries that, even 
today, is adding jobs. From 2000 to 2007, from 2007 to 2008, em- 
ployment in the overall economy went down by 0.7 percent, but 
jobs in the medical device industry increased by 1.5 percent. The 
industry is expanding for a number of reasons. One reason is that 
the science behind these devices is improving, and every day doc- 
tors and scientists come up with new materials, new ways of diag- 
nosing diseases, and new ways of treating medical conditions. 

The industry is also expanding because advanced medical care is 
expanding throughout the world. Just think about the growing cus- 
tomer base in China and India. The middle class in these countries 
is increasing at an amazing rate. And with this expansion, the in- 
dustry should also continue to grow. 

Not only is the medical device industry creating jobs in America, 
it is creating good high-paying jobs. Medical device jobs pay around 
30 percent more than the average American job. 

Minnesota, in my State, has led medical innovation for more 
than 60 years and boasts more than 400 medical device companies 
that, together, employ more than 50,000 people. Plus, for each job 
created by the medical device industry, 4.5 additional jobs are cre- 
ated in the overall economy. 

So, this is truly an industry that we can look to as we look to 
how we expand this economy. When 95 percent of our potential 
customers, for any American business, are outside of the borders 
of the country, you should look to medical device. 

I did want to mention one roadblock that we’re going to be dis- 
cussing, and that is what’s happening right now with changes to 
the FDA’s 510(k) approval process. This is an expedited process by 
which the FDA approves medical devices when a substantial equiv- 
alent of that device is already on the market. Currently, 90 percent 
of devices on the market were approved using the 510(k) process. 

Changes to this process are always welcome. Safety should be 
the number-one focus. But, what’s happening right now is that 
these changes are happening in the middle of individual companies’ 
approval processes. For example, the FDA is asking for clinical 
data for devices that never before required clinical data, with no 
warning to device companies that such data would be needed. The 
device companies could not have predicted that the FDA was going 
to need this data, because these types of devices have not had any 
problems in the past. These requests obviously delay the approval 
process. And the longer the approval process, the longer it takes to 
get a lifesaving technology to market. The longer it takes to get a 
new device to market, the less certainty investors have and the 
more capital businesses need. 

Already, FDA’s inconsistent approval process has dampened in- 
vestment. In the last 2 years, venture capital funding alone has 
dropped by one-third. These declines have forced many small man- 
ufacturers to close their doors. Still others have picked up and relo- 
cated to Europe, taking jobs and revenue along with them. 
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I’m aware of one American company that has had tremendous 
trouble with this process. The company and the FDA reached for- 
mal agreements regarding what kind of studies the company need- 
ed. The company completed those studies, with great results. How- 
ever, the FDA, on multiple occasions, still goes back and asks for 
additional studies. The FDA kept changing the rules, even though 
the product had been approved in the market in Europe for 10 
years. That’s 10 years. The company is now going out of business. 
At its height, it had around 50 employees. 

So, that’s why I think it is very important, even for the best in- 
tentions, that we make sure that we mesh what’s going on at our 
regulatory agencies with what we’re doing to encourage innovation. 

I still believe that the industries we’re going to hear from 
today — high tech and biotech, as well as medical device — are really 
key to our economic fortunes in the country, and others should be 
brought along, as well, that can really create these jobs, can export 
to the world, create a world of opportunity, and bring our economy 
back to where it once was. 

So, I’m excited to hear from our witnesses today — and I want to 
thank you for coming. 

And I’ll turn it over to my colleague Senator LeMieux. 

STATEMENT OF HON. GEORGE LeMIEUX, 

U.S. SENATOR FROM FLORIDA 

Senator LeMieux. Thank you. Madam Chair. I want to thank 
you. Senator Klobuchar, for calling this hearing, and continuing 
this discussion on the need to improve innovation and competitive- 
ness. It follows, as you mentioned, on the hearings that we had on 
exports, specifically focusing on how we can help spur development 
and improvement in small and mid-sized businesses. 

Advancements in science and technology and methods of pro- 
viding products and services are the foundation of economic pros- 
perity, and advance our security interests, as well. But, as the In- 
formation Technology and Innovation Foundation documented in a 
recent report, the Atlantic Century, the United States has slipped 
from number one in global innovation-based competitiveness to 
number six. The report identifies several reasons for this, including 
declines in domestic research and development delays for new U.S. 
patents, and a downturn in the number of candidates seeking 
science and engineering degrees. 

We have a responsibility in the Congress to work toward ensur- 
ing Americans have every opportunity to compete in the world 
marketplace. Congress has been focused, but a more laser-like 
focus is required for the encouragement of candidates seeking 
math, science, and engineering degrees. 

We need modern and enforceable immigration policies that afford 
an opportunity for us to retain the best and brightest minds who 
come here seeking higher learning. We also need the kind of flexi- 
bility in our regulatory framework that recognizes that government 
should foster, rather than stifle, the entrepreneurial spirit. 

The recession has put enormous pressure on small and mid-sized 
businesses, as well as investors, to find new and more economic 
ways to remain competitive. 



5 


I look forward to our hearing today, and hearing from our wit- 
nesses about measures that would help advance our innovation and 
competitiveness in the world. 

I would like to specially recognize my friend, Mr. Rhys Williams, 
who is the President of New World Angels. He is a successful en- 
trepreneur, and New World Angels is the largest angel investor 
group in Florida. He brings a unique perspective on the need of 
small firms and the bridging of what we call the Valley of Death, 
the — between innovation and the marketplace — I know Senator 
Warner and I have talked about that before — which is really a 
focus. You have this great support in our universities, especially for 
scientists and entrepreneurs and innovators who can develop 
things there in the lab. But, getting that funding in that middle 
area before it’s marketable is very challenging, and it causes a lot 
of stifling of innovation. 

Madam Chair, this is a hearing that is very important to Florida. 
Florida is trying to diversify its economy. We are now under tre- 
mendous pressure, in this recession, with nearly 12 percent unem- 
ployment, one of the Nation’s worst foreclosure rates, one of the 
worst rates in folks being behind on their mortgages. And that is 
because we’ve been too reliant upon real estate and construction, 
and a couple of other industries, to make our economic engine run. 

Recently, in past years, we have attracted the life sciences busi- 
ness and other high-tech businesses to Florida, whether it’s 
Scripps, whether it’s Max Planck, whether it’s the Medical Village 
in Orlando, or the great work that our universities are doing. This 
is a key focus for Florida, to help us diversify and advance our 
economy. 

So, I thank you very much and congratulate you on calling this 
hearing today. 

Senator Klobuchar. I’ll now hand it over to Senator Warner, 
who knows a little bit about this, as he started his own business. 
I’m remembering, I know you two know each other well, when we 
had a hearing on cell phones, and there were three Senators up 
here chairing it. Senator Warner was brand new, had to go down 
to his seat down there, and I actually sent a note to him, as every- 
one was droning on, that said, “What the hell do you think you 
know about this?” 

[Laughter.] 

Senator Klobuchar. So, I’m glad he has taken his rightful place, 
as he should, as a leader on these issues. 

Senator Warner. 

STATEMENT OF HON. MARK WARNER, 

U.S. SENATOR FROM VIRGINIA 

Senator Warner. Thank you. Madam Chair. Thank you. Senator 
Klobuchar. And I guess I’m moving up the dais a little bit. 

Let me echo Senator LeMieux’s comments and thank you for 
holding this hearing. It is long overdue. And I appreciate your in- 
terest in both competitiveness and innovation. I also particularly 
appreciate your focus on exports. 

As Senator Klobuchar has said, the markets of tomorrow are not 
just going to be domestic, they’re going to be all over the world. 
And I really appreciate you bringing this hearing, and particularly 
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having our chief technology officer for the country, a great Vir- 
ginian, Aneesh Chopra, who I’ve had the pleasure of knowing for 
more than a decade. And I don’t want to steal his thunder. Aneesh 
will give us a good presentation on what the administration is 
doing, and I look forward to asking him a couple of questions. 

I do want to make a couple of opening comments. I mean, and 
this is not very PC, but I don’t think our country’s had much of 
an innovation or growth strategy for the last decade-plus. And I 
think, if you look at most metrics, compared to late 1980s and 
through most of the 1990s, innovation in America has been, at 
best, lackluster. I’m not trying to point political blame. I think 
there was a little bit of resting on our laurels as the rest of the 
world leaped ahead. And there are clear exceptions, companies in 
the last decade that have been extraordinary successes, but they 
pale in comparison to the numbers that took place during the 
1990s. 

And I think there are three or four areas that, beyond this hear- 
ing, I’d love to work with my colleagues and others on. One is — 
and I think we’ll get to this in a second panel — this is something 
I’ve been working with Dr. Atkinson on — ^America is one of the few 
major industrial countries in the world that doesn’t even have a 
competitiveness strategy that’s clearly outlined, that we can at 
least peg with metrics against how we’re doing. If you look at some 
of the countries around the world — the Koreas of the world, who 
have grown enormously in innovation in the last decades-plus — 
they’ve got a strategy and a plan. 

Second, I do think there needs to be — and both Senator LeMieux 
and Senator Klobuchar have mentioned this — we’re going to need 
a system that looks a little better at the regulatory system. Too 
often, our regulatory system has become an impediment to innova- 
tion. Senator Klobuchar mentioned the FDA. I think we’ve seen 
challenges around the energy sector, well-intentioned environ- 
mental regulations sometimes precluding energy innovation. And 
this is tough, as a former telecom and IT guy, to say, but I think 
the greatest job and wealth creator in the next 25 years, world- 
wide, will be the energy sector, and, in many areas, we’re not in 
the game. And while there are enormous challenges we’ve got to 
wrestle with, on IP protection that this committee’s jurisdiction has 
got to take on the one area, regardless of where we fall on that 
issue is upgrading the caliber and length of stay of folks at the Pat- 
ent and Trade Office, to make sure that those innovations can at 
least be reviewed in a timely manner. That is very important. 

Exports has been mentioned as an area that needs more atten- 
tion. 

And then, my final comment — I know my time has run over — and 
I’m very happy that Senator LeMieux has got — one of the second 
panel — a guy who was an angel investor coming up — ^but, one of 
the areas that we’ve had the most precipitous decline in the last 
decade is the slowing of early-stage capital formation in this coun- 
try. Let’s face it, over the last decade, why would anybody — I’m bi- 
ased; I used to be a venture capitalist, I used to be somebody who 
started these companies — ^but, why would anybody go out and do 
the very hard work of investing with an entrepreneur, growing that 
company through that Valley of Death, when, over the last decade. 
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a much surer bet was to go be a financial engineer on Wall Street 
and create a financial product that was supposed to be about low- 
ering the price of risk, when, in reality, all we did was create an 
interconnected network of financial obligations that almost brought 
the country, and the world, to the brink of financial ruin? 

Now, some of those instruments are useful. Many of them are 
more about fee generation, I think, than lowering the price of risk. 
And it would be great to have a few less financial engineers and 
a few more real engineers that actually build something. And one 
of the challenges is that we’ve got — and I say this as we look at 
the migration toward hedge funds, private equity — and, candidly, 
even in the venture capital community — everybody’s moved up the 
food chain to do larger and larger deals, so the absence of angel 
funding, the absence of early-stage venture funding, has made it 
extraordinarily difficult for those startup companies, whether they 
come out of the university lab or whether they come out of the ga- 
rage, to get past that angel round, and friends-and-family round, 
to get that funding, to where the venture community now looks at 
deal size. Oftentimes, you know, many of the venture community 
looks at a minimum |lO-million investment. You’re going to be 
through the Valley of Death if you can rate a $ 10-million invest- 
ment, with very few exceptions. 

So, I appreciate, again, the Chair bringing this hearing. I look 
forward to Aneesh’s comments, and look forward to the questions. 

Thank you. 

Senator Klobuchar. Well, very, very good. Thank you. Senator 
Warner. 

Our first panelist, as I said, is Mr. Aneesh Chopra, who is the 
Chief Technology Officer and Associate Director for technology 
within the White House Office of Science and Technology Policy. 
He is our country’s first-ever national Chief Technology Officer, a 
job he entered after serving as the Secretary of Technology for the 
Commonwealth of Virginia. 

A entrepreneur himself, he is a Co-Founder of Avatar Capital, a 
venture capital network that invested in 18 startups during the 
dot-com boom. Mr. Chopra is a strong advocate for the medical de- 
vice industry, and is also a self-proclaimed “tech geek” who likes 
technological devices. We like that, on this subcommittee. This is 
a welcome place for you. 

Mr. Chopra, thank you for being here. 

STATEMENT OF HON. ANEESH CHOPRA, CHIEF TECHNOLOGY 

OFFICER AND ASSOCIATE DIRECTOR, OFFICE OF SCIENCE 

AND TECHNOLOGY POLICY, EXECUTIVE OFFICE OF THE 

PRESIDENT OF THE UNITED STATES 

Mr. Chopra. Thank you so much. 

Chairwoman Klobuchar, Ranking Member LeMieux, and, of 
course, my dear friend and Senator, Mark Warner, it’s a real pleas- 
ure to be with you today to discuss the President’s strategy for 
American innovation. 

We do have more thoughtful and formal prepared remarks, 
which I’ll leave for the record and just describe for you some of the 
key themes and case studies that I’d like to highlight. 
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I’d like to begin by referencing the themes that were raised in 
your opening remarks, and highlight specifically the study Senator 
LeMieux referenced about ranking from first to sixth. The more 
telling statement was, for the decade that Senator Warner had just 
mentioned, the rate of change that we’d seen across the 16 metrics 
that Dr. Atkinson will describe later. We ranked 40th out of 40 
countries in the degree to which we saw improvement across this 
index of 16 measures. 

So, yes, one to six is an important specific statistic, but that rate 
of change is the one that has us a little bit more concerned. 

In my capacity as Chief Technology Officer, it is my responsi- 
bility to execute on the President’s strategy for American innova- 
tion, by highlighting the power of data, technology, and innovation, 
both to improve the Nation’s economy and to improve the lives of 
everyday Americans. 

And with your permission, what I’d like to do briefly is summa- 
rize the key components of the President’s strategy for our discus- 
sion today. 

The strategy rests on the notion that our county’s at its best 
when we invest in the building blocks of innovation. We’ll talk 
about R&D investments, the human capital aspect, and STEM edu- 
cation, as well as the information technology infrastructure nec- 
essary, whether it be broadband or other related capabilities. 

The second component of the strategy is that we look at open and 
competitive markets, with particular emphasis on entrepreneur- 
ship. I’m going to come back to this second pillar for my case stud- 
ies. 

And then, last but not least, the President has identified a few 
areas that he has called for an “all-hands-on-deck” approach to 
catalyze breakthroughs. We speak directly — and address. Senator 
Warner, your comments — about the opportunities in clean energy 
and in healthcare information technology, a conversation that we 
will have later today. 

I’d like to highlight three examples, though, in this middle cat- 
egory, about focusing on entrepreneurship, and highlight for you 
examples on where our strategy is taking hold and where we’re 
hoping to move forward. 

First is on the issue of technology transfer. The Administration 
is committed to strengthening the capacity of economic regions to 
commercialize research through entrepreneurship. In May, the 
Commerce Department released the 16 Challenge, in collaboration 
with the National Institutes of Health and the National Science 
Foundation, offering up to $12 million in grant funding specifically 
to reward six teams around the country who have demonstrated 
the capacity to move ideas from the university setting to the mar- 
ketplace. This particular program is active right now. Applications 
are due by July 15. It will focus on startups like a company called 
“iRhythm Technologies,” which was born out of Stanford Univer- 
sity’s Office of Technology Licensing, back in 2006, with a powerful 
mission to both improve access to heart rhythm monitoring serv- 
ices, up to a full 14 days of monitoring, through a simple patch — 
and get this — that costs no more than today’s more prevalent moni- 
toring technologies that, frankly, dangle wires all over your body 
and often limit the monitoring time to a day, 2, or 3. 
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Earlier this month, iRhythm formed a strategic partnership with 
St. Jude Medical that included a $10- million early-stage capital in- 
vestment to deliver these innovative products to market, and that 
now supports, what had been a single-person faculty member’s 
startup in 2006, a company that has over 80 employees manufac- 
turing domestically here in the United States and delivering those 
innovations throughout the country, and, as you all alluded to, the 
opportunities for export. 

The second component of entrepreneurship I’d like to highlight is 
the President’s commitment to an open and transparent govern- 
ment. On the President’s first full day in office, he directed us to 
instill a new culture of open government. And as part of that com- 
mitment, Secretary Sebelius, in early June, specifically highlighted 
the Community Health Data Initiative specifically to spur entre- 
preneurial activity born off of information that we’ve held within 
our databases at the Department of Health and Human Services. 
We met an entrepreneur, living in rural Wisconsin, by the name 
of David Van Sickle, who hailed from a community that had strug- 
gled with the issue of asthma reporting. He developed a platform 
that would help patients and public health professionals track the 
geography of asthma attacks by attaching a real-time GPS sensor 
to the inhaler so that it would record not only the location, but the 
time when it was activated. This has allowed for a much broader 
health surveillance system that would allow communities and indi- 
viduals to avoid specific environmental conditions and be more pre- 
ventive in their orientation with respect to asthma-related con- 
cerns. 

I will end my remarks, given the time here, to highlight the im- 
portance of innovation clusters and the work that we’re doing, and 
I’ll end with this simple statement: We do believe that the United 
States is still the land of the future. We retain this honor because 
of America’s scientists and entrepreneurs, and the public and pri- 
vate sectors, who are all coordinated and organized to understand 
the importance of applying the power of American curiosity and in- 
genuity to the biggest economic and social challenges of our time. 

With that. I’d look forward to your questions, comments, and con- 
cerns. 

[The prepared statement of Mr. Chopra follows:] 

Prepared Statement of Hon. Aneesh Chopra, Chief Technology Officer and 

Associate Director, Office of Science and Technology Policy, Executive 

Office of the President of the United States 

Chairman Klobuchar, Ranking Member LeMieux, and members of the Sub- 
committee, it is my distinct privilege to be here with you today to discuss the 
Obama Administration’s Strategy for American Innovation. 

President Obama understands the importance of innovation for sustainable 
P'owth and quality jobs. On September 21, 2009, he released his Strategy for Amer- 
ican Innovation that identified three critical roles for the Federal Government: to 
invest in the building blocks of innovation; to create the right environment for pri- 
vate sector investment and competitive markets by, for example, promoting high- 
growth entrepreneurship, protecting U.S. intellectual property rights, and fostering 
an open government; and to serve as a catalyst for breakthroughs related to na- 
tional priorities such as clean energy, health care, and other “grand challenges” of 
the 21st century. 

In my capacity as Assistant to the President, Chief Technology Officer, and Asso- 
ciate Director for Technology in the Office of Science and Technology Policy, my mis- 
sion is to harness the power and potential of technology, data, and innovation to 
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transform the Nation’s economy and to improve the lives of everyday Americans. 
The Administration envisions an economy in which johs are more plentiful, Amer- 
ican firms are more competitive, Americans are safer and more secure, and energy 
use is cleaner and more economical. 

Problems with the Bubble-Driven Growth of the Past 

Despite the American economy’s historic strength, our economic growth has rested 
for too long on an unstable foundation. Time and again, explosive growth in one sec- 
tor of our economy provided a short-term boost while masking long-term weak- 
nesses. In the 1990s, the technology sector climbed to unprecedented heights of 
valuation. The tech-heavy NASDAQ composite index rose over 650 percent between 
1995 and 2000, but then lost two-thirds of its value in a single year. 

After the tech bubble burst, a new one emerged in the housing and financial sec- 
tors. This type of growth isn’t just problematic when the bubble bursts, it is not en- 
tirely healthy even while it lasts. Between 2000 and 2007 the typical working-age 
American household saw its annual income decline by nearly $2,000. 

A short-term approach to the economy masks under-investments in essential driv- 
ers of sustainable, broadly-shared growth. It promotes temporary fixes over lasting 
solutions. This is patently clear when looking at how American education, infra- 
structure, healthcare, energy, and research — all pillars of lasting prosperity — were 
ignored during the last bubble. 

Despite this underinvestment in key drivers of growth, the American economy re- 
mains the most dynamic, innovative, and resilient in the world. America’s strengths 
are clear: world-class research universities, flexible labor markets, deep capital mar- 
kets, and an energetic entrepreneurial culture. The United States must redouble its 
efforts to give our world-leading innovators every chance to succeed. America cannot 
rest on our laurels while other countries are catching up. 

The Need for Innovation 

Innovation is at the core of a new foundation for durable, sustainable expansion 
in both employment and economic growth. Robert Solow won the Nobel Prize in eco- 
nomics by showing that factors other than capital intensity, most notably advances 
in human knowledge and technology, accounted for almost 90 percent of the growth 
in America’s output per hour in the first half of the last century. Growth accounting 
has been refined since Solow’s first attempts, yet contemporary research still shows 
that human skill and innovation remain far and away the most powerful force for 
improving prosperity over the long-run, which is exactly what we need. 

Given its importance, the process of innovation cannot be taken for granted. Inno- 
vation begins from scientific research that creates new opportunities for techno- 
logical change. That basic research lays the groundwork for the development of new 
products, services, or processes. But it does not end there. To create value, a new 
idea must be implemented. Thus successful innovations will diffuse throughout an 
economy and across the world, impacting various sectors and sometimes even cre- 
ating new ones. A diffused innovation must then scale appropriately, reaching an 
efficient size at which it can have a maximal effect. 

The full process — from development to diffusion to scaling — has many variables 
and many inputs. Ideas often fail before they make it through the full chain. But 
those that do succeed can create value and jobs while improving people’s lives. 

For societies to prosper — both as producers of goods and services as well as con- 
sumers of them — innovations need to flourish and progress along this chain. And 
here, government has a fundamental role to play. 

The Appropriate Role for Government 

While it is clear that a new foundation for innovation and growth is needed, the 
appropriate framework for government involvement is still debated. For the Obama 
Administration, the arguments about too much or too little government involvement 
in innovation policy often lead to unproductive debates. The real question is how 
can government best create the conditions that will enable private sector entre- 
preneurs to innovate. Stated differently, the real issue is how to enable entre- 
preneurs to move our economy forward. As explained in the Innovation Strategy 
document, the best way forward is for the United States to invest in the building 
blocks that only the government can provide, protecting an open and competitive en- 
vironment for businesses and individuals to experiment and grow, and by providing 
extra catalysts to jumpstart innovation in sectors of national importance. 

A Strategy for American Innovation 

President Obama has already taken historic steps to lay the foundation for the 
innovation economy of the future. In the Recovery Act alone, the President com- 
mitted over $100 billion to support groundbreaking innovation with investments in 
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energy, basic research, education and training, advanced vehicle technology, health 
IT and health research, high-speed rail, smart grid, and information technology. 

The Ohama Innovation Strategy has three parts: investing in the building blocks 
of innovation, promoting competitive markets that spur productive entrepreneur- 
ship, and catalyzing breakthroughs for national priorities. 

Investing in the Building Blocks of American Innovation 

President Ohama is committed to making investments that will foster long-term 
economic growth and productivity. These investments are in areas that include re- 
search and development, a skilled work force, a leading physical infrastructure, and 
widely available broadband networks. 

Recognizing the need for long-term and sustained investments in R&D, President 
Ohama has pledged to complete the doubling of funding for three key science agen- 
cies, the National Science Foundation, the laboratories of the National Institute of 
Standards and Technology, and the Department of Energy’s (DOE) Office of Science. 
In his landmark address before the National Academy of Sciences, President Obama 
set a goal of lifting the sum of public and private investment in R&D to 3 percent 
of GDP, which would exceed the level achieved at the height of the space race. As 
the President noted, “science is more essential for our prosperity, our security, our 
health, our environment and our quality of life than it has ever been before.” 

To encourage private sector investment in R&D, the President has proposed mak- 
ing the Research and Experimentation Tax Credit permanent. The Ohama Adminis- 
tration is working to increase the impact of this investment by providing greater 
support for university commercialization efforts, for high-risk, high-return research, 
for multidisciplinary research, and for scientists and engineers at the beginning of 
their careers. For example, the National Science Foundation’s FYll budget proposes 
to double support for the Partnerships for Innovation program, which will help uni- 
versities move ideas from the lab to the marketplace. 

The Obama Administration is committed to expanding access to broadband. This 
past April, the Federal Communications Commission (FCC) released the National 
Broadband Plan, called for in the American Recovery and Reinvestment Act, to 
identify ways to expand access to broadband and promote economic growth and job 
creation. 

In his statement on the plan’s release, the President committed to “build upon our 
efforts over the past year to make America’s nationwide broadband infrastructure 
the world’s most powerful platform for economic growth and prosperity.” To that 
end. I’ve established a Broadband Subcommittee of the National Science and Tech- 
nology Council’s Committee on Technology, to focus closely on the plan that the 
FCC — an independent agency — produced, and to advise the Administration on the 
actions it should take to promote broadband as a platform to improve the lives of 
everyday Americans and drive innovation in the economy. 

Promoting Competitive Markets That Spur Productive Entrepreneurship 

The Obama Administration believes that it is imperative to create a national envi- 
ronment that is ripe for entrepreneurship and risk taking, and allows U.S. firms to 
compete and win in the global marketplace. The Administration is pursuing policies 
that will promote U.S. exports, support open capital markets, encourage high- 
growth entrepreneurship, invest in regional innovation clusters, and improve our 
patent system. The Administration also strongly supports public sector and social 
innovation. 

Competitive, high-performing regional economies are the building blocks for na- 
tional growth and job creation, and the Administration is stepping up its efforts to 
cultivate regional economic clusters across the country. For example, the Adminis- 
tration recently announced that seven Federal agencies would work together on a 
$130 million competition for an Energy Regional Innovation Cluster (E-RIC) around 
one of doe’s Energy Innovation Hubs. The Department of Commerce’s Economic 
Development Administration is one of the partners, and will be contributing funds 
to link the Hub with local economic development strategies and to support economic 
adjustment efforts in the local community. This pilot project is designed to spur re- 
gional economic growth while developing energy efficient building technologies, de- 
signs, and systems. This will allow a region to develop a strategy that includes sup- 
port for R&D, infrastructure, small and medium-sized enterprises, and workforce 
development. What we are learning is that whether the investment comes from the 
Federal or state government, or the private sector, or ideally, all of the above, those 
dollars will do a lot more good if they serve a well-developed regional strategy that 
leverages core regional strengths. 

The i6 Challenge launched by the Commerce Department’s Economic Develop- 
ment Administration, the National Institutes of Health, and the National Science 
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Foundation, is another example of these efforts. A total of $12 million is available 
to six teams around the country with the most innovative ideas to drive technology 
commercialization and entrepreneurship in their regions. The i6 Challenge is aimed 
at bringing together entrepreneurs, investors, universities, foundations and non- 
profits in communities throughout the United States, with applications due by July 
15, 2010. 

Innovation must occur within all levels of society, including the government and 
civil society. The Obama Administration is committed to increasing the ability of 
government to promote and harness innovation. The Administration is encouraging 
departments and agencies to experiment with new technologies that have the poten- 
tial to increase efficiency and reduce expenditures, such as cloud computing. The 
Federal Government should take advantage of the expertise and insight of people 
both inside and outside the Federal Government; use high-risk, high-reward policy 
tools such as prizes and challenges to solve tough problems; support the broad adop- 
tion of community solutions that work; and form high-impact collaborations with re- 
searchers, the private sector, and civil society. 

The Administration launched the White House Open Government Initiative to co- 
ordinate Open Government policy, support specific projects, and design technology 
platforms that foster transparency, participation and collaboration across the execu- 
tive branch. The principles of open government help to advance a set of key national 
priorities with emphasis on demonstrating tangible benefits for the American peo- 
ple. 

An example of how prizes are being used to spur national priorities is USDA’s 
Apps for Healthy Rids challenge that was launched by First Lady Michelle Obama 
in March as part of her Let’s Move initiative. The competition is based upon a re- 
cently released set of data on nutrition by USDA and is aimed at encouraging entre- 
preneurs, software developers and students to create applications and games that 
encourage children and parents to make more nutritious food choices and to be more 
physically active. Eight game jams, bringing together developers to share tips and 
ideas, have been held across the country, and over twenty applications have been 
submitted so far in advance of the contest deadline on June 30. 

Catalyzing Breakthroughs for National Priorities 

President Obama is committed to harnessing science, technology and innovation 
to unleash a clean energy revolution, improve America’s health care system, and ad- 
dress the “grand challenges” of the 21st century. 

Smart Grid Technologies 

Modernization of the Nation’s electric grid is a vital component of efforts to build 
a low-carbon economy. The “smart grid” will help provide consumers with the infor- 
mation, automation, and tools they need to control and optimize energy use. The 
tools and services enabled by the smart grid promise improve the reliability, secu- 
rity, and efficiency of the electric grid. Smart grid technologies can also facilitate 
energy generation from clean energy supplies and enable more effective integration 
with the electricity delivery system of renewable energy sources, demand response 
resources, and plug-in electric vehicles. The National Institute of Standards and 
Technology (NIST) has coordinated an unprecedented, open and transparent public/ 
private collaboration involving over 550 companies, organizations and government 
agencies to create the interoperability standards needed to foster innovation in the 
electric grid. 

Last March, in conjunction with NIST, we broadened participation by launching 
the Smart Grid Forum, an on-line forum focused on the Nation’s energy consumers 
with an emphasis on spurring innovation in smart grid products and services. We 
received comments from over 130 individuals and organizations contributing their 
solutions to some of the most challenging smart grid goals that we have — from de- 
ployment of smart grid solutions, to development of standards needed for informa- 
tion exchange, to ensuring cybersecurity in the smart grid. Following the input re- 
ceived in that forum, I established another Subcommittee of the National Science 
and Technology Council’s Committee on Technology to enable the Administration to 
develop a comprehensive policy framework for Smart Grid policy. 

Healthcare IT 

Another important Presidential priority is improving our health care system. 
Broad use of health information technology has the potential to improve health care 
quality, prevent medical errors, increase the efficiency of care provision and reduce 
unnecessary health care costs, reduce paperwork, increase administrative effi- 
ciencies, expand access to affordable care, and improve population health. The Re- 
covery Act provides support for the deployment of health information technology, 
such as electronic health records. The Office of the National Coordinator for Health 
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IT and the Centers for Medicare & Medicaid Services are working to ensure that 
health information technology products and systems are secure, can maintain data 
confidentially, can work with other systems to share information, and can perform 
a set of well-defined functions. NIST, in coordination with the Office of the National 
Coordinator and others, is accelerating the adoption of health IT standards by pro- 
viding the critical testing infrastructure needed to achieve these goals. 

Last February, the Office of the National Coordinator for Health IT announced 
a new collaborative, NHIN Direct, which will organize a set of standards, services 
and policies that enable secure health information exchange over the Internet 
(www.nhindirect.org). Several Federal agencies and healthcare organizations are al- 
ready using the Nationwide Health Information Network (NHIN) technology to ex- 
change information amongst themselves and their partners. This new effort will pro- 
vide an easy “on-ramp” for a wide set of providers and organizations looking to 
adopt the exchange of health information — and provide a framework to spur innova- 
tion in support of direct communication amongst providers, and between providers 
and patients — in a secure and simple manner. 

The recently launched Community Health Data Initiative (CHDI) is another effort 
demonstrating how data and the innovative uses of technology are resulting in im- 
mediate improvements to health care. A public-private collaboration spearheaded by 
the Department of Health and Human Services, CHDI is aimed at using health care 
data to raise awareness and improve community health performance. Innovators 
from the worlds of business, technology, academia, and community organizations 
identified areas where exciting new applications to improve health could be devel- 
oped. In less than 12 weeks these partners put together an amazing array of new 
or improved applications that utilize our data in creative and powerful ways to help 
advance health care. The results of these efforts, unveiled in early June, included 
the integration of patient satisfaction ratings from Medicare’s Hospital Compare 
database into the web search results for hospitals, and a brilliant new combination 
of GPS device and app that allows asthmatics to have their inhalers automatically 
transmit the location and time of each use — producing an anonymized, real-time 
map of asthma incidence that can provide crucial guidance regarding how to target 
interventions to reduce the burden of asthma. 

Existing technologies are also being used in innovative ways to improve health 
education, through the TextdBaby campaign that was launched in February. 
TextdBaby is a free mobile health education service to promote maternal and child 
health. Expecting mothers can text baby, or bebe in Spanish, to 511411, and they 
will receive free SMS text messages each week, timed to their due date or their 
baby’s date of birth. Fifteen wireless carrier have agreed to deliver Text4Baby mes- 
sages to subscribers at no charge for 2 years, and as a result, nearly 50,000 individ- 
uals have signed up for this services since February. 

Grand Challenges 

Finally, the Obama Administration believes that grand challenges should be an 
important organizing principle for science, technology and innovation policy. They 
can address key national priorities, catalyze innovations that foster economic growth 
and quality jobs, spur the formation of multidisciplinary teams of researcher and 
multi-sector collaborators, bring new expertise to bear on important problems, 
strengthen the “social contract” between science and society, and inspire students 
to pursue careers in science, technology, engineering, and mathematics. The Presi- 
dent’s innovation strategy sets forth a number of grand challenges, such as solar 
cells as cheap as paint, educational software that is as compelling as the best video 
game and effective as a personal tutor, and early detection of diseases from a saliva 
sample. The National Economic Council and the Office of Science and Technology 
Policy are encouraging multi-sector collaborations to achieve these grand challenges 
that might involve companies, research universities, foundations, social enterprises, 
non-profits, and other stakeholders. 

The Way Forward 

Thanks to President Obama’s leadership, the Administration has taken large 
strides in developing and implementing an ambitious innovation agenda. The Recov- 
ery Act alone provides over $100 billion to support research and development and 
the deployment of advanced technologies such as clean energy, health IT, the smart 
grid, and high-speed rail. This commitment to investing in America’s future con- 
tinues in the President’s most recent budget, with sustained support for research, 
entrepreneurial small businesses, education reform, college completion, and a 21st 
century infrastructure. 

The Obama Administration believes that the America COMPETES Act should be 
reauthorized this year so that the Nation can continue to build on the achievements 
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of the original Act. I share the belief that the President and the Vice President hold, 
who supported the original COMPETES Act when they were Senators, that the 
COMPETES Act provides a valuable roadmap to guide Federal policies in innova- 
tion, competitiveness, and STEM education. We are supportive of this Committee’s 
efforts to reauthorize this landmark act this year, and we very much look forward 
to working with the Committee to make the reauthorization a reality during this 
session of Congress. 

The Administration is working with a wide range of stakeholders to identify the 
most promising ideas for implementing and further refining the Administration’s in- 
novation strategy. There are active inter-agency working groups on issues such as 
prizes and challenges, regional innovation clusters, research commercialization, 
spectrum reform, broadband, open government, and standards. The National 
Science and Technology Council is leading multi-agency research initiatives in doz- 
ens of critical areas such as aeronautics, genomics, green buildings, nanotechnology, 
quantum information science, robotics, and information technology. Through the 
President’s Council of Advisors on Science and Technology, the Administration is 
able to receive high quality advice from the Nation’s leading scientists, engineers 
and innovators on issues such as health information technology, advanced manufac- 
turing, clean energy, and STEM education. 

America has always been a Nation built on hope — hope that we can build a pros- 
perous, healthy world for ourselves and for our children. These long-standing Amer- 
ican aspirations depend critically on our far-sighted investments in science, tech- 
nology and innovation that are the ultimate act of hope and will create the most 
important legacies we can leave. 

The United States is still the land of the future. We have held that honor since 
this continent was discovered by a daring act of exploration more than 600 years 
ago. We have earned it anew with each passing generation because America’s sci- 
entists, entrepreneurs and public officials have understood the importance of apply- 
ing the power of American curiosity and ingenuity to the biggest economic and soci- 
etal challenges. 

I welcome any questions that the Committee may have. 

Senator Klobuchar. Thank you very much, Mr. Chopra. I really 
appreciate that, and thank you for that end, there. And I think we 
all share the same commitment. I just want to figure out how we’re 
going to implement it, how we’re going to get there, and 

Mr. Chopra. Amen. 

Senator Klobuchar. — you ended there, because you had to end 
quickly, about the innovation centers and encouraging this on a 
governmental level. I know China has instituted what they call an 
innovation policy. The Indian government is building industrial 
parks to spur innovation. What is our government doing to ensure 
that we remain competitive along those lines? What more can we 
do? I believe we’re still the number-one innovator, but people are 
really catching up fast. And what should we be doing? 

Mr. Chopra. Well, thank you very much. I believe the Presi- 
dent’s strategy sets the framework. Senator, on how we would at- 
tack this issue. But, if I were to highlight some key investment de- 
cisions that we’re making, I would say, first and foremost, we’re 
doing a significant job — you all, together with the administration — 
to make good on the America COMPETES commitment to double 
the core funding in our basic science and research activities: NSF 
funding, the National Institutes of Standards and Technology, and 
the work that’s happening within the Office of Science at the De- 
partment of Energy. That investment decision, despite our tough 
economic climate, is going to sow the seeds for the next decade of 
economic growth. And I’m thankful that Congress has been sup- 
portive of that particular commitment. 

In terms of capacity, I would say the single biggest opportunity 
that doesn’t necessarily require a tremendous amount of invest- 
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ment is to strengthen and improve our capacity to move ideas — 
what we call “the lab gap,” as my colleague Judy Estrin, one of the 
entrepreneurs in our society, has described to move ideas from uni- 
versities to the private sector. 

In many cases, this is a cultural and institutional challenge; that 
is, organizations that do a better job of identifying the relevance of 
a given research idea, and then introducing that idea through some 
prototype activities that don’t cost a lot of money, to get them 
“cooked,” if you will, in time for the private sector to pick them up, 
is actually an area where, if you get the culture right and you 
change some of the processes on technology transfer, you might ac- 
tually see an increase in the return on very modest taxpayer in- 
vestment. 

To this end, we have an active request for information underway 
from the Administration — we called for this about 2 months ago — 
for the best ideas on how we can strengthen the cultural and insti- 
tutional capacities at our Nation’s Federal labs and universities. 
Secretary Locke and I are touring the country. We’re holding four 
regional workshops identifying best practices, and we’re hopeful 
that, by this fall, we’ll put together a pretty aggressive package 
that will demonstrate, again, with limited to modest additional 
funds, in terms of university research activities, to actually shift 
some of these cultural norms. 

There are areas — and we can talk at much greater length about 
some of the other activities that we’re doing specifically in clean 
tech — where you might have more of a direct relationship to how 
other nations have taken on a more, vertical approach in a given 
area. I’m happy to discuss this if you’d like to go deeper there. 

Senator I^obuchar. What about commonsense innovation pro- 
motion, in terms of our regulatory agencies, the issue I raised, in 
specifics, with medical device, but that Senator Warner raised more 
broadly, just in general? And how do you make sure the agencies 
are doing their jobs, but also have an understanding of how we 
must be able to compete internationally against countries that 
have more streamlined processes, like in Europe? 

Mr. Chopra. One of the reasons the President created the Office 
of the Chief Technology Officer was precisely to understand how 
these new capabilities actually influence a broader range of policy 
goals. And so, it is in that context, within a month of my confirma- 
tion that I had convened our first investor summit with the FDA, 
specifically on the topic, of biotechnology investments; and strate- 
gies that the FDA could embark upon, through a transparency ini- 
tiative that is now seeing its way through on implementation, that 
would bring more visibility into the operations of the FDA, and has 
strengthened that relationship between the investor community, 
the entrepreneurial community, and the agency. I am convinced 
that there is more to be done in this area, and we are focused on 
continuing these industry collaborations, through both my office, 
and through Dr. Hamburg’s office. 

We are very focused on making sure that we see emerging capa- 
bilities — now, it strikes, in a couple of ways. There are traditional 
medical devices that are now taking more advantage of wireless ca- 
pability. So, the intersection of information technology and tradi- 
tional medical devices opens up new opportunities, but also creates 
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some challenges in the marketplace, in terms of, How does one 
manage this? On July 26 and 27, we’re having a public forum 
bringing the FDA and the FCC together specifically around this 
issue, a topic that had been raised by Chairman Genachowski in 
the National Broadband Plan. So, I intend to bring leadership on 
issues like. How do you bring regulatory perspectives at the inter- 
section of these disciplines, in addition to strengthening the trans- 
parency and the collaboration between the public and private sec- 
tors, so that we achieve the President’s call — and your comments 
were rightly on point — for economic growth through investments in 
innovation? 

Senator Klobuchar. I appreciate that. 

I’m going to turn it over to my colleagues, but I will emphasize, 
again, that image of those drummers at those Beijing Olympics, be- 
cause it is getting louder and louder and louder. And I say this not 
only to you, but also to our own Congress, that we have got to unify 
and put some of the partisan politics aside and move on these inno- 
vation issues, to compete as a country. 

And I’ll turn it over to Senator LeMieux. 

Senator LeMieux. Thank you. Madam Chair. 

Mr. Chopra, thank you for being here today. 

Mr. Chopra. My pleasure. 

Senator LeMieux. I appreciate the work that you’re doing on this 
very important issue. 

I want to ask you a general question and then get in some spe- 
cifics. This report, showing that we went from one to six, and then, 
you measured, it’s really worse than that, because of the rate-of- 
change issues. 

Mr. Chopra. Yes, sir. 

Senator LeMieux. What do you think are the reasons that we 
had such a precipitous decline? 

Mr. Chopra. I would certainly welcome Dr. Atkinson to provide 
his scientific and technological perspective. My humble opinion is 
that this has to be a priority of the administration. And I don’t 
want to render judgments on any particular priority sets that have 
been there in the past, but, structurally, our President — this ad- 
ministration — has made this a key priority. He has created this 
team of individuals, and myself as Chief Technology Officer, where 
this is my job. My focus, day and night, is ensuring that we have 
the right policy frameworks that will promote the right investment 
decisions, where we make them, but, more importantly, that we’ve 
got the right interfaces between the public and the private sector 
to spur activity. 

So, focus and leadership, I think, are a component of this. 

Senator LeMieux. So, were we more 

Mr. Chopra. Dr. Atkinson might be more specific about invest- 
ments in particular areas in education and 

Senator LeMieux. Were we more focused on this in the 1990s, 
in your opinion? 

Mr. Chopra. I don’t 

Senator LeMieux. Or was it the private sector that came forward 
and did this? 

Mr. Chopra. I actually think that this is not an either/or. In fact, 
if anything, more research will suggest to you that, if you’re an 
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early adopter of a capability set, having trust that the environment 
in which you’re operating, that the product or services you’re actu- 
ally using will actually work — one of the benefits of having an FDA 
is that, if you’re going to try a new drug, the American people have 
greater confidence that that drug should be consumed, because it’s 
gone through a rigorous process. If you do it right, they actually 
can be synergistic; that is, the fact that we have an effective, func- 
tioning and working regulatory structure should open up markets 
of innovation, because you’ve created an environment where you 
have greater confidence — as the first mover, if you will — that when 
you take advantage of that new capability, that it’s backed with 
some confidence. 

I understand, in today’s environment, given the Gulf Coast oil 
spill and some of the concerns we’ve had with the financial mar- 
kets, people’s faith in our ability to execute on this may be at risk. 
However, I do not believe this is an either/or proposition. I think 
if we get both right, we would see that rising tide lift all boats. 

Senator LeMieux. Let me speak to you, if I can, specifically on 
some of the conditions that make innovation possible. 

Mr. Chopra. Yes, sir. 

Senator LeMieux. And one that I hear a lot about from busi- 
nesses in Florida right now is a great concern, no matter what type 
of business they are, on certainty from their Federal Government, 
is the regulatory certainty or predictability. Because when things 
are unpredictable, businesses freeze up and tend not to act. 

Another thing that’s important for entrepreneurs is a low tax en- 
vironment, and a predictability of tax environment. We’re about to 
have a debate, in the coming months, about capital gains tax. 

Mr. Chopra. Yes. 

Senator LeMieux. And it’s set to increase from 15 percent to, po- 
tentially, 20 or more, all the way up to 39 and a half. Do you have 
an opinion, does the Administration have an opinion, on capital 
gains tax, where it should be in order to promote as much innova- 
tion as possible? 

Mr. Chopra. I don’t have an opinion on the right capital gains 
tax rate, but I do believe this President has been explicitly clear. 
Making the R&E tax credit permanent has been a priority of this 
Administration. As part of the health reform bill, we included a bil- 
lion dollars in the therapeutic tax credit, precisely to offer tax cred- 
its, and, in that case, grants, for those companies that don’t yet 
have profitability — a tax incentive, if you will — to promote innova- 
tions in new therapies. We’ve been supportive of those activities. 
The President has been very clear about areas like that R&E tax 
credit. 

So, you raise a very important topic, and I would certainly look 
forward to that conversation. My colleagues at the Treasury De- 
partment and the National Economic Council are clearly engaged 
on those issues more specifically. 

Senator LeMieux. Right. 

Mr. Chopra. My focus is ensuring that we have the right techno- 
logical foundation for those discussions. 

Senator LeMieux. But, as a business person, a person who’s the 
Chief Technology Officer 

Mr. Chopra. Yes, sir. 
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Senator LeMieux. — Capital gains tax is important. And obvi- 
ously, it has to be something in order to generate revenues and to 
be a fair and equitable part of our tax system. But, a lower capital 
gains tax is going to provide for more incentives for innovation, is 
it not? 

Mr. Chopra. Frankly, my priority is promoting top-line growth. 
If you were to interview the top 20 CEOs, asking where the growth 
sectors are in the economy, I think they would say opening up over- 
seas markets — because of the growth sectors that are there, would 
rank as a high priority. I think if you were to suggest domestic 
markets, the healthcare sector and the energy sector — if we get the 
healthcare sector and energy sector right — with respect to their 
willingness to embrace innovation, you might see a tremendous op- 
portunity. 

Just as an example, as Madam Chairwoman described, venture 
capital has seen a bit of a decline, but if you looked at the 2009 
statistics compiled by the National Venture Capital Association, 
healthcare IT venture capital, up 37 percent, while overall venture 
capital saw a decline by roughly 31 percent. Those are their num- 
bers, not ours. 

I would argue that that’s, in part, because of the focus on top- 
line opportunity. The President’s commitment to the Recovery Act, 
on promoting the adoption of electronic health records, has had an 
impact, I believe, that has created the market conditions for more 
venture capital investment and more opportunity. 

If sectors of the economy that have not benefited from the Infor- 
mation Technology Revolution find opportunities to do so — because 
we get the rules right on cybersecurity, because we think more 
thoughtfully about how to introduce health IT and the Smart 
Grid — we believe that we will unlock tremendous opportunities for 
economic growth, beyond any conversation that one might have on 
tax policy. 

That’s my position and the thing that keeps me up at night as 
I serve our Administration. 

Senator LeMieux. My time is up, but we may have some time 
for some more. 

Senator Klobuchar. OK. 

Senator Warner. 

Thank you. 

Senator Warner. Thank you. Madam Chair. 

Let me start where my colleague Senator LeMieux mentioned. I 
believe tax policies ought to encourage long-term hold, early-stage 
capital formation. And I personally believe making sure that we’ve 
got as low as possible capital gains rates make sense, although I 
would argue that it’s not always a direct correlation. I would argue 
that, during President Bush 41 and President Clinton, when cap- 
ital gains rates were actually higher than they had been in the last 
decade, there was more innovation created. 

Now, we’ve still got to get tax policies right. And some of us up 
here have had some concerns with certain pay force recently that 
might have even tripled the rates on the venture community that 
is about early-stage capital formation, in terms of current legisla- 
tion. I’ve been trying to work through some of that. 
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But, we’ve got that double-headed whammy right now, as we 
want to make America business-tax competitive and business-tax 
friendly. I personally believe not only should the R&E tax credit be 
made permanent, but it should be raised from 14 percent, hopefully 
up to 20 percent, to be competitive with other OECD countries. 
But, you can’t do it in a revenue vacuum at the same time dealing 
with — the other looming challenge we’ve got out there, the deficit. 
A challenge I try to make when I see tech companies is. I’ll lead 
that fight, but they should not carp when they raise personal taxes 
on people like me, and them, back up to the rates during President 
Bush 1 and President Clinton, because you’ve got to even it out 
somehow. You can’t get this fixed on the deficit side, on only one 
side of the ledger. 

I appreciate your comments on the regulatory efforts. And it’s 
tough, because we’ve seen, with the failure to regulate, at times — 
the Gulf, between Wall Street and main street — ^but, I hope we’d 
see from the Administration a little more clarity on how we can use 
transparency 

Mr. Chopra. Yes, sir. 

Senator Warner. — as a way to streamline the regulatory proc- 
ess. If you look at the business functions, there’s a lot quicker 
movement from idea to implementation in the business side than 
there has been on the government side. And I would love to — ^you 
don’t have to answer today — ^but, I would like to see some real 
deliverables on what you’ve been working on 

Mr. Chopra. Yes, sir. 

Senator Warner. — and specific examples, whether it’s FDA, 
whether it’s EPA — other areas, where — in this, I think, preeminent 
need to keep our innovation lead, we’re going to make it easier to 
get ideas into the business mode and operational mode. Number 
one. 

Mr. Chopra. Yes. 

Senator Warner. Number two, I hope — and I appreciate the fact 
that you mentioned Stanford as one of your case studies — you 
know, candidly, regardless of what’s going to happen, Stanford, 
MIT, and a few other top-tier universities are going to do fine. I 
wish we could have cited an example at the University of Min- 
nesota, University of Miami, University of Florida; VCU, in Rich- 
mond; and trying to make sure that we have a broader breadth of 
participation from our university sector, other than just the regular 
suspects. Because, candidly, the same idea we’ve had for years, has 
been the top ten universities say, “Give us more money, and trust 
us.” And it’s had some mixed results, but not necessarily in a fi- 
nancially constrained area, as much as we need. 

I’d also like you to see — and perhaps you can answer this so I 
can actually get an answer to the question instead of me yakking 
on — in the stimulus, there was over $100 billion 

Mr. Chopra. Yes, sir. 

Senator Warner. — that falls into different kind of innovation 
buckets, whether it is, in NIH, areas around education — or, around 
energy. Smart Grid, healthcare IT — I think it would be very help- 
ful — as most of the American public still questions, I view, the 
stimulus was, while not pretty, necessary — it would be very helpful 
to us, as we start to see. What are the deliverables and what are 
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the metrics that we can measure from that $ 100-billion invest- 
ment? Do you want to take that one? 

Mr. Chopra. Let me take that one first, Senator Warner. 

We are absolutely committed to telling that story right. And I’m 
confident, in the not too distant future, we’ll have a more thought- 
ful, complete inventory of 

Senator Warner. It would help, since a third of that was tax 
cuts, and nobody in Virginia knew we gave them a tax cut, either, 
so it really 

[Laughter.] 

Senator Warner. — ^you know, we’re almost 2 years in — or, a year 
and a half into this — it would really help — the sooner the better on 
this, but 

Mr. Chopra. Particularly on the impact on innovation, if I may 
be very specific, we have been very active in tracking the results 
of our recovery investments. We’ve actually even introduced some 
innovations. One of the pilot projects we initiated, called STAR 
METRICS, was an attempt to automate how our investments in 
universities actually translated into job creation more easily, more 
accurately, and more comprehensively than perhaps the traditional 
method of tracking some of these statistics in the past. 

So, my confidence is that we’ll respond very shortly to you 

Senator Warner. When? 

Mr. Chopra. — on it. I can’t say exactly when. The 

Senator Warner. Sixty days? 

Mr. Chopra. Oh, definitely within 60 days. That’s an easy one. 
Yes. Done. In less than 60 days, you will have a better, more 
thoughtful report on the impact the Recovery Act has had on the 
innovation investment. 

Senator Warner. My time has run out, but I just would like to 
make one other point. 

Mr. Chopra. Yes, sir. 

Senator Warner. I’ve had conversations with your colleagues at 
Treasury on this, but I think it is a very big issue, this question 
of early-stage capital formation. And as we kind of sort through the 
Wall Street reform and try to get it right, that we think about poli- 
cies, not just for that earliest-stage startup enterprise, which the 
President’s been supportive of, but on a broader basis, how we en- 
courage early-stage capital formation in this country. And my hope 
would be that there are voices like yours and others from the tech 
side and the innovation side who are kind of making this case in- 
side the Administration. 

Mr. Chopra. Yes. If I may, just for a moment — I do want to be 
respectful of your time — but, one of the responsibilities I have as 
Chief Technology Officer is to lead interagency activities, to make 
sure that we have all the voices at the table. As one example — 
we’ve launched an Innovation and Entrepreneurship Working 
Group, with over a dozen or so Eederal agencies, and we have a 
specific team dedicated to access-to-capital issues. 

And part of the goal. Senator Warner, is that there are policy 
changes we can make within the current administrative processes 
that we have, that can be improved, that can deliver results sooner, 
and then there are broader questions about how we work with you 
all on formal changes to the law, where appropriate. 
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We’re looking at any and all of those options, and I look forward 
to coming back and sharing with you the results of that work. 

Senator Klobuchar. Very good. 

Senator Udall. 

STATEMENT OF HON. TOM UDALL, 

U.S. SENATOR FROM NEW MEXICO 

Senator Udall. Thank you, Chairman Klobuchar. And I appre- 
ciate you doing this hearing, and chairing it for us. 

Mr. Chopra, last year. Congress mandated that the FCC create 
a National Broadband Plan to address one of the most significant 
infrastructure challenges of our time: making broadband available 
to all Americans. And in a rural State like New Mexico, we really 
need that to happen. 

A witness on our second panel points out that other countries 
have created national innovation plans to identify ways that their 
policies can better promote innovation and entrepreneurship. For 
example, could OSTP help review current policies that block inno- 
vation, as well as recommended policy changes that promote inno- 
vation and entrepreneurship? And could OSTP work with the De- 
partment of Commerce and other Federal agencies to develop such 
a national innovation plan? 

Mr. Chopra. Thank you very much for your kind question. We 
are continuing to build upon the President’s strategy for American 
innovation that was released last year in the fall, to continue with 
the improvement of that plan. 

Now, the word “plan” is one of those that requires a bit of clarity, 
in terms of. What do you mean by “plan”? And Senator Warner had 
some comments about specific metrics deliverables and timelines. 
I think we will continue to iterate on what we believe to be a na- 
tional plan that is within the constraints of our Nation’s commit- 
ment to mostly private-sector entrepreneurship and innovation, 
more so than a top-down industrial model. 

Whatever the case may be, we’re always open to listening and 
understanding strategies that you think would be more productive, 
and we are committed to making sure that we’ve got a harmonized 
approach across the Administration. 

I would suggest that there are three things that are top of mind 
in the question that you just asked. Are there policy barriers that 
we should be removing, administratively? 

Senator Udall. Right. 

Mr. Chopra. I think this gets to the question that the Chair- 
woman had asked earlier about. How are we creating more cer- 
tainty in the market? We’re certainly open to those, inventorying 
them, and we’re hoping to take action. We’ve taken some action 
here and there. We’ll take more as the months go. 

Second, when we do make investments, are we getting the right 
return on investment? I think the spirit of greater accountability 
and transparency for the dollars spent has been a commitment of 
this Administration. 0MB Director Peter Orszag mentioned, earlier 
in June, that under my leadership and our CIO, Vivek Kundra, 
we’ll be developing an R&D investment dashboard to bring greater 
transparency into the monies we’re spending, so that funds can be 
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allocated to the highest-return areas; and not just single-dimension 
definitions of “return,” but, more broadly, in terms of impact. 

And then, third, I would argue that there may be opportunities 
for new investments, more platform investments, that have the 
ability to achieve a much greater degree of innovation. A simple ex- 
ample there: We launched a website, data.gov, a year ago, that now 
has over a quarter of a million data assets that are available for 
the public, free of charge — and entrepreneurs, in particular — to 
consume that data and launch new businesses. 

Secretary Sebelius, in March, said, “In 90 days, I want to see 
how the entrepreneurial ecosystem responds. Here are thousands 
and thousands of pieces of health data. Go help people improve the 
quality of healthcare in their local communities.” And a dozen en- 
trepreneurs showed up, 90 days later, at the Institute of Medicine. 
They weren’t paid, there was no law; there was just a call for ac- 
tion. And literally they demonstrated new and creative applications 
that would move the needle. 

So, in short, we are very focused on stopping policies that are in- 
hibiting innovation, getting the investment portfolio right, and 
thinking about platform investments that have much greater re- 
turn if they were done in a more thoughtful and collaborative way. 

Senator Udall. Thank you very much for that answer. And I 
think that’s exactly the kind of thing we need to be doing with in- 
novation with broadband. And then I think you also mentioned, in 
your testimony, about modernization of the Nation’s electric grid 
as 

Mr. Chopra. Yes, sir. 

Senator Udall. — a vital component of efforts to build a low-car- 
bon economy. And so, we develop a comprehensive policy frame- 
work for a Smart Grid — we need the same thing there, the same 
kind of thinking. So, thank you. 

Mr. Chopra. A brief answer: I announced on June 8, at Brook- 
ings — that we’re forming a National Science and Technology Coun- 
cil Committee focused on the Smart Grid, led by myself and Phil 
Weiser, who works in the National Economic Council. We’re hold- 
ing a forum, a public forum, at Brookings, in mid-July, and we’re 
going to publish a strategy on this issue by the fall. We believe, 
very emphatically, that the Smart Grid has tremendous opportuni- 
ties for both energy efficiency improvements as well as economic 
growth from new entrepreneurial companies. In fact, a Colorado- 
based company. Tendril, is actually our first deployment of the 
Smart Grid in the NSTAR implementation in Massachusetts. 
Three-thousand homes are going to get a little widget that would 
allow them to track their real-time energy consumption information 
and to build all these innovative applications so they can be told 
when they might want to consider reducing the temperature, and 
so forth, in their home. 

Anyway 

Senator Udall. That’s great. 

Mr. Chopra. — thank you so much for the question. 

Senator Udall. We look forward to seeing that strategy. 

Mr. Chopra. Yes, sir. 

Senator Udall. Thank you. 

Senator Klobuchar. Very good. 
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I wanted to follow up. I know, in the President’s State of the 
Union Address, he focused — which I was glad that he did this — on 
doubling the number of exports. Could you talk about where that 
is right now? Senator LeMieux and I have a bill, which I believe 
Secretary Locke supports, to help with the Foreign Commercial 
Service, to make sure that the Commerce Department and others 
are helping, in any way, our small and medium-sized businesses. 

We have some amazing success stories in my State — 5 employees 
up to 55; 10 employees up to 77 — because they simply actually 
called the Federal Government — these are conservative business- 
men, who never believed it would be true, but said, “We have this 
product.” “Can we sell it in Turkey? Can we sell it in Morocco?” 
And they actually got help, and help get the customers vetted and 
their businesses ballooned, and in a very good way. 

What’s being done right now with the export issue? 

Mr. Chopra. This is one of Secretary Locke’s top priorities in his 
commitment to President Obama. We have a few key strategies in 
motion. There’s the blocking and tackling, as you’ve said, getting 
the international trade team much more focused, not just on pro- 
moting exports from our large corporations, but to be very focused 
on the small business owner. There are so many small business 
owners today who export to one country. And, as Secretary Locke 
said to the President, “If we just get them to export to a second 
or third, precisely the kind of economics you’re describing will take 
hold.” So 

Senator Klobuchar. Yes, I think 

Mr. Chopra. — ^ blocking and tackling 

Senator Klobuchar. — 60 percent actually only 

Mr. Chopra. That’s right. 

Senator Klobuchar. — export to Mexico 

Mr. Chopra. To one. 

Senator Klobuchar. — or Canada. 

Mr. Chopra. You’re absolutely right. 

So, number one, blocking and tackling, get the agency focused on 
providing those support services to all businesses. 

There’s obviously a great deal of work in transparency and what 
we can do to bring more information to business owners. 

And, last but not least, we’re very much focused on intellectual 
property enforcement, and a global strategy in that regard. In fact, 
I believe, 3 hours ago, the Vice President announced a strategy to 
promote intellectual property enforcement. And an important com- 
ponent of that is our commitment to promoting exports, precisely 
because of the fact that we do believe that there needs to be much 
more aggressive activity to support American business interests 
abroad, because so much of our economy’s growth has been built 
on the foundation of intellectual property in this country. 

So, on all fronts, we are making progress. Senator. And if there 
are specific questions. I’d be happy, in the record, to make sure I 
get them answered for you. 

Senator Klobuchar. I had raised the issue of people coming 
from other countries to study at our universities, and a number of 
us have been working on at least this concept of allowing people 
to stay, instead of putting up a “Do Not Apply” sign after they 
graduate. Could you talk about the role that could play in our com- 
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petitiveness? And to what extent should we examine our H-IB visa 
program for people? Again, I’ve just heard many stories, from my 
State, of companies who try to bring someone in. They can’t. They 
don’t meet the game of Russian roulette over who gets in and who 
doesn’t, and then they end up contracting with them anyway. And 
then we don’t get the tax revenue. So, could you talk about how 
we could improve that process? 

Mr. Chopra. Well, as you know, this is an area where the Presi- 
dent has been pretty clear about his support to ensure that we 
have a thriving innovation economy. And a great number of our en- 
trepreneurs and innovators, as research will show you, do have 
their origins in other countries. It’s actually a personal issue for 
me, as well. My father holds three patents, and he came to this 
country from India, and we’re grateful for the chance to have immi- 
grated here. 

This President is committed, as you know, to a comprehensive 
approach on immigration reform. So, the strategy has been very 
clear from the get-go. This issue is absolutely important. And as he 
and the team work closely with you and Congress on finding a 
strategy forward, we are very supportive of ways in which this par- 
ticular challenge can be addressed. 

Now, in ways small and modest, we are making administrative 
changes to make it easier. We’ve simplified scientists who are vis- 
iting this country from overseas, for the visa application process, so 
there’s a collaboration, between our science team and the State De- 
partment. It’s not a significant victory, in the sense that we haven’t 
solved the immigration problem, but we’ve made that a little bit 
easier. 

Just this past month, the U.S. Citizenship and Immigration 
Service, under Ali Mayorkas’s leadership, has convened a summit, 
had a public hearing, if you will, on the discussion of the investor 
visa; that is, the EB-5 visa. He opened it up for conversation, and 
a number of folks participated in that call, calling for strategies to 
strengthen and improve the investor visa to try to get to a place 
where more people might take advantage of it. 

So, your point is well taken. You may have seen, the President 
had an Economic Recovery Board meeting that was publicly aired 
via webcast, and you heard the President’s key economic advisors 
specifically say to him, “We should be stapling a green card to 
every graduate of our Nation’s leading research universities.” The 
President acknowledged that comment and, again, reiterated his 
support, as part of a comprehensive approach on immigration re- 
form. 

Senator Klobuchar. Thank you. 

Senator LeMieux. 

Senator LeMieux. Thank you. Madam Chair. 

I want to speak for a moment about exports, and follow along the 
line of questioning that 

Mr. Chopra. Yes, sir. 

Senator LeMieux. — Senator Klobuchar was on. And part of a 
successful export strategy is to get these free trade agreements 
passed. We have pending free trade agreements with Colombia, 
South Korea, and Panama. I believe the Colombian agreement was 
negotiated in 2006. And this is perhaps our greatest ally in the 
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Western Hemisphere, certainly in Latin America. And our competi- 
tors — Canada and the European Union — have already approved 
these agreements. So, where are we on submitting those agree- 
ments to Congress and getting their approval? 

Mr. Chopra. I don’t have any particular information on the sta- 
tus of the free trade agreements, but for the President’s commit- 
ment as he said as part of his pronouncements on our commitment 
to exports, that we will move forward on a number of agreements. 
And I will defer to Ambassador Kirk to provide specifics about 
where those agreements are, as I do not have that information with 
me. 

Senator LeMieux. I want to, if I may. Madam Chair, ask a follow 
up question, or a following question, which is a little bit off of our 
mission today. But, it occurs to me, as the chief technology officer 
of the United States 

Mr. Chopra. Yes, sir. 

Senator LeMieux. — that this is something that you might be 
able to be helpful with. We talk a lot about measurement and 
metrics. And certainly, technology has given us the ability to that, 
internal to government. One 

Mr. Chopra. Yes. 

Senator LeMieux. — thing that I have proposed — ^you were talk- 
ing about Secretary Sebelius making the call to action on 

Mr. Chopra. Health data. 

Senator LeMieux. — health data, healthcare records — one thing 
that I have proposed is using performance metrics to help catch 
Medicare fraud. And there’s an industry that has a very low in- 
stance of fraud, which is about the same size as the healthcare in- 
dustry, and that’s the credit card industry. They use performance 
metrics, and they use predictive modeling. 

Mr. Chopra. Analytics. 

Senator LeMieux. So, when you use your credit card someplace, 
you’re out of town, you get a phone call from 

Mr. Chopra. Yes, sir. 

Senator LeMieux. — your credit card company, saying, “Is that 
you? Did you really authorize that transaction?” If you don’t tell 
them, “Yes,” they don’t pay. And that’s how they stop fraud before 
it starts. 

We’ve got a proposal. Senate bill 2128, that I’m currently work- 
ing on with some of my colleagues — Senator Baucus, Senator 
Whitehouse — to try to get accomplished. But, is — the reason I raise 
the question is, in your role, have you been asked to look inward 
on the government 

Mr. Chopra. Absolutely. 

Senator LeMieux. — to see that we can use technology to create 
efficiencies and stop the waste, fraud, and abuse? 

Mr. Chopra. Yes, sir. I work closely with the President’s Chief 
Performance Officer, who’s the Deputy Director for management in 
the Office of Management and Budget, and, the Chief Information 
Officer, who’s also in the Office of Management and Budget. To- 
gether, the three of us meet weekly on strategies to improve the 
performance of our Nation’s agencies. 

In this particular example, I am very focused on ways we can 
bring emerging technologies and technologies from other industries 
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into the government itself. While not my responsibility for moni- 
toring the implementation of the Recovery Act, which the inspector- 
general community, took advantage of one of those emerging tech- 
nologies that had been in use in our intelligence communities, ad- 
vanced analytics, the predictive work that you’re describing — to ba- 
sically mash up as much data as possible to look for patterns that 
aren’t obvious to an individual analyst. And I’m confident that the 
results we’re seeing, which are, at least to date, low rates of fraud 
in the Recovery Act, in part are because we’ve got this very sophis- 
ticated tool. 

The President has been very clear that he wants the best tools 
going after Medicare waste, fraud, and abuse. We are going to — I 
don’t know if we’ve announced it yet, or we soon will be announc- 
ing — a similar commitment to bringing those advanced tools, spe- 
cifically going after Medicare waste, fraud, and abuse. 

There is no doubt that there are lessons to be learned from how 
the private sector has adopted information technology and how we 
can improve the government. One comment here. We held a forum 
on modernizing government. We had 50 or so CEOs from compa- 
nies, big and small — Microsoft to startups — and the overwhelming 
message that we heard is that we have a technology gap between 
the way we live in our private lives and the way our government 
uses technology in its professional setting. And we are absolutely 
focused, like a hawk, on closing that information technology gap. 
In fact, we’ve been beginning to release strategies to that fact 
across this month. Peter Orszag gave a speech on this issue — I 
think it was June 8 — where he announced this broader vision. And 
we’d be happy to make sure that you’re provided a copy of that doc- 
ument. 

Senator LeMieux. I would appreciate that. 

Mr. Chopra. Yes, sir. 

[The information referred to follows:] 

Remarks by Peter R. Orszag — Center for American Progress 

June 8, 2010, Washington, D.C. — -As Prepared for Delivery 

Thank you, Tom, for that kind introduction. And let me thank John Podesta and 
the Center for American Progress for inviting me to speak here today. 

Many of you may not know that my first experience working for the Federal Gov- 
ernment occurred when I was a senior in high school, when I got an internship with 
a freshman Senator that I never heard of from a state I had never been to. 

I was fortunate that Spring because that office — Senator Daschle’s office — was 
very much like the man who stands before you today: open to debate and good ideas, 
inclusive, and kind. 

My workspace has since been upgraded from Tom Daschle’s mailroom to an office 
in the Eisenhower building. And when I moved into that office, I must admit that 
I took down a picture of President Eisenhower and replaced it with a portrait of 
Alexander Hamilton. 

It’s interesting that in the first line of the very first of the 85 Federalist Papers, 
Hamilton laid out why the United States needed a new form of government. It 
wasn’t because the Founders had second thoughts about the basic idea of democ- 
racy. Instead, it was, as he put it, because of the “unequivocal experience of the inef- 
ficiency of the subsisting Federal Government.” 

There it is in the first line of our founding narrative: a practical concern for the 
delivery and performance of the Federal Government. 

And it is that enduring struggle to create a Federal Government that is of, by, 
and for the people — and that accomplishes those goals in a way that is efficient and 
effective — that 1 want to discuss today. 
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Too often in Washington, we spend more time developing, debating, and deciding 
which policies to pursue than we do actually figuring out how to implement them. 

But in reality, execution matters — and matters a lot. 

Take the Recovery Act as an example. One of the largest pieces of domestic legis- 
lation in recent memory, it was designed to jumpstart economic activity and prevent 
another Great Depression, and it is as complex as it is large in dollar amount. 

The evidence strongly suggests that the Recovery Act has been effective in reviv- 
ing economic growth. We have seen, for example, a swing from an average GDP de- 
cline of 5.9 percent on an annualized basis at the end of 2008 and beginning of 2009 
to an average growth rate of 4.3 percent a year later, the largest one-year swing 
in GDP growth in three decades. 

And what has been most striking is that for an initiative this large, we have not 
seen any substantial incidences of fraud and abuse. 

This, I believe, is to the credit of “Sheriff Joe” — our Vice President — who has 
made it his mission to make sure that the Recovery Act is implemented swiftly and 
effectively. 

Just as the dog that doesn’t bark doesn’t get any attention, effective implementa- 
tion does not garner the headlines. But it is central to making government work 
better, reducing waste, and actually delivering the services people want and need. 

That is why from curbing the use of no-bid contracts to reducing improper pay- 
ments — from changing how we hire Federal workers to how we purchase and use 
information technology, the President has undertaken a far-reaching effort to mod- 
ernize and reform government. 

And we are lucky to have Jeff Zients serving as the Nation’s first Chief Perform- 
ance Officer to oversee this initiative. 

The effort is necessary for three reasons. 

First, we have massive national challenges that require national responses: la 3 dng 
the foundation for long-term economic growth, bringing about a clean energy econ- 
omy, improving the quality of and reducing the costs of health care, reforming and 
improving our schools, protecting our homeland, and the list goes on and on. 

Second, just as the American people expect more to be done, they are skeptical 
that it can be done. 

According to the Pew Center, from 1987 to 2007 — with one exception immediately 
after the 9/11 attacks — about two-thirds of Americans believe that “when something 
is run by government it is usually inefficient and wasteful.” 

In effect, Americans have determined that their government cannot deliver what 
they want, an unsustainable fact for the life of our democracy. 

Third and perhaps most importantly, as stewards of the American public’s tax dol- 
lars, we cannot afford to waste money on programs that do not work, that are out- 
dated, or that are duplicative of one another. 

Right now, there are over 110 funded programs in Science, Technology, Engineer- 
ing and Mathematics education in 14 departments and agencies across the Federal 
Government; over 100 programs that support youth mentoring scattered across 13 
agencies; and more than 40 programs located in 11 departments with responsibility 
for employment and training. 

This redundancy wastes resources and makes it harder to act on each of these 
worthy goals. That is one reason why the Administration proposed approximately 
$20 billion of terminations, reductions, and savings in both the FY 2010 and 2011 
budgets. 

And while recent administrations have seen between 15 to 20 percent of their pro- 
posed discretionary cuts actually enacted, we worked with Congress to enact 60 per- 
cent of proposed discretionary cuts for FY 2010. 

This type of redundancy and waste is also why the President 2 weeks ago asked 
Congress for expedited rescission authority so Congress can act quickly and cleanly 
to remove unnecessary and wasteful programs. 

To be sure, reducing this waste will not close the significant budget gap we face. 
But that fact does not absolve us from the obligation we have to use funds wisely. 

What is driving these trends and the skepticism so many of us have about govern- 
ment? 

One important reason is that over the years, Americans have seen huge advances 
in efficiency and technology both at work and in their daily lives. 

They have witnessed the movement from one-size-fits-all, mass production and 
secretarial pools to the age of just-in-time, customized manufacturing and instant 
communications. Organizations outside government have experienced impressive ad- 
vances in productivity and have become more responsive to their customers. 

The government, however, has not kept pace. Let’s look at the facts. 

Public-sector productivity growth matched the private sector’s until about 1987. 
But something changed in the late 1980s. From 1987 until 1995, private-sector pro- 
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ductivity rose by an average of 1.5 percent a year. Meanwhile, the public sector’s 
productivity rose by only 0.4 percent per year — or about one-third as much — over 
roughly the same period. 

At that point, reliable data on public-sector productivity are not available because 
the Bureau of Labor Statistics — paradoxically, as part of a cost-cutting effort — 
stopped collecting the numbers. 

The best analysis we have, from the McKinsey Global Institute, suggest that since 
1995 it appears that the public sector continued to fall behind the private sector 
which saw productivity surge during that period. 

Some of this increasing gap has to do with advances in management techniques 
in the private sector. Some, undoubtedly, has to do with the challenges the Federal 
Government has in attracting and hiring top talent. Keep in mind that the average 
time it takes to hire a new Federal employee is 140 days — and by that time, many 
of the best candidates, understandably, have gone elsewhere. 

But I believe that the biggest driver of this productivity divide is the information 
technology gap. 

At one time, a Federal worker went to the office and had access to the most cut- 
ting-edge computer power and programs. Now, he often has more of both in a device 
clipped to his belt. 

Closing the IT gap is perhaps the single most important step we can take in cre- 
ating a more efficient and responsive government. 

Indeed, the IT gap is the key differentiator between our effort to modernize and 
reform government and those that have come before. 

While it would be better if we did not find ourselves in this position, note that 
because the gap is so big, the potential upside is substantial. Our historical short- 
comings in IT may ironically give us a “late-mover advantage,” by allowing us to 
leapfrog costly, less developed technologies and go directly to the less expensive, 
more powerful ones. 

How big is this IT gap? 

It is hard to quantify, but anecdotally the data are telling. 

Let’s consider the divergence in data center usage. In the private sector, IBM has 
reduced the number of data centers it uses from 235 to 12. Hewlett-Packard has 
consolidated 14 data centers into one, reducing energy usage by 40 percent. 

What about the Federal Government? 

Since 1998, we have gone from 432 data centers to more than 1,100. 

Or look at how the Federal Government has tried to introduce systemic techno- 
logical improvements to its operations. 

In the conversations we had with CEOs at our modernizing government forum in 
January, most told us that they terminate a substantial number of bad IT projects 
soon after they start. High-performing companies kill roughly one out of every three 
IT projects in their first 6 months. The Federal Government, by and large, termi- 
nates almost none. 

For example, the Census Bureau awarded in 2006, a $595 million contract to de- 
velop a handheld computer for census workers to use this year. Two years and $600 
million later, the project was canceled with nothing to show for it. 

And census workers out there today still use pen and paper. 

Or as the President pointed out before, the Patent Office receives more than 80 
percent of patent applications electronically. That’s great. 

However, these applications are then manually printed out, re-scanned, and en- 
tered into an outdated case management system. The average processing time for 
a patent is roughly 3 years. 

And this is the agency that interacts with the most creative and innovative indi- 
viduals and companies in our country. 

Clearly, we have massive room for improvement. Pursuing that improvement and 
closing the IT gap will help us create a government that is more efficient and less 
wasteful, and that is more open and more responsive to the American people. 

So what are we doing? 

First, we’re using IT to identify and cut waste. 

Take the dashboard concept — a graphically clear, data-rich web portal that en- 
ables a manager, and actually any member of the general public, to see how money 
is being spent. 

Our IT Dashboard now provides a transparent look into the approximately $80 
billion a year the Federal Government spends on IT. By using the dashboard, the 
VA has been able to identify 45 IT projects that are at-risk, eventually terminating 
12 of them. 

This same concept is being used by the Centers for Medicare and Medicaid Serv- 
ices with its dashboard to track inpatient hospital spending and how much Medicare 
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is spending on other payments to providers for medical education, treating low-in- 
come patients, and operating in a high-cost region — to name just a few. 

We also are using IT to increase data-sharing among agencies to reduce the $100 
billion in improper payments — payments that go to the wrong person, for the wrong 
amount, or at the wrong time — each year. 

And we’re doing that by expanding recapture payment audits, bolstering internal 
control methods, and creating online dashboards of key indicators and statistics 
about improper payments — so the public can hold agencies accountable for how their 
money is being spent. 

Similarly, as part of the Administration’s effort to save $40 billion in contracting 
by 2011 — a goal we are well on the way of reaching — we have launched the so-called 
FAPIIS system, which takes data from government contractors on things such as 
how they did their job and if they were suspended or debarred — and combines them 
into one database that contracting officers can access before making a decision. 

This will dramatically reduce the chance that an under-performing contractor 
with one agency will keep winning business from another. 

Second, we are using IT in our efforts to boost the efficiency of government oper- 
ations. 

I mentioned earlier the growth in the number of Federal data centers, which runs 
counter to the movement in the private sector toward reducing the number of data 
centers and moving to cloud computing in which applications and data are centrally 
housed. 

Through our Cloud Computing Initiative, we are just beginning to take steps to- 
ward the cloud. And this holds substantial promise to save money on IT infrastruc- 
ture, increase collaboration, and boost productivity. 

Third, in addition to identifying and rooting out waste, we can use information 
technology to make government more open and responsive — delivering services in 
ways that are convenient and cost-effective. 

In almost every facet of one’s daily life, you can use online and mobile devices — 
whether it’s managing your money, paying a bill, buying a birthday gift, or arrang- 
ing your own travel. 

We need to bring that kind of convenience to government services. 

That’s why the Department of Homeland Security added an online tracking serv- 
ice for visa and citizenship applications — replacing the letters mailed back and forth 
when people wanted an update on their status. 

And it’s why the Social Security Administration is implementing an idea that we 
got through our SAVE Award process from a front-line worker in Alabama to allow 
people to make appointments online to see a Social Security caseworker, freeing up 
this personnel to actually help people. 

Another way to deliver better services is to empower people directly with the in- 
formation they need to serve themselves. 

As part of our Open Government Initiative, we have unlocked the valuable Fed- 
eral data that the government has — and put it out on data.gov — so that it can be 
leveraged for wider and greater use. 

In just one year, data.gov has grown from 47 datasets to more than 270,000. This 
information can be used by the American people directly to learn about things such 
as the safety ratings of children’s car seats or the safety of different work places. 

And the data are increasingly being used by developers to build new tools to help 
Americans in their daily lives. 

Let’s take FlyOnTime.us, for example. 

This application takes data from the Bureau of Transportation combines them 
with weather information and user-generated content about airline security lines — 
such as “tweets” from people waiting in those lines — to give travelers an accurate 
look at travel conditions. 

In the months ahead, we will be looking to unveil more of these technology-driven 
solutions that bring the public sector more in line with the private when it comes 
to customer service. 

That is the promise of closing the IT gap: increasing productivity and responsive- 
ness; efficiency and customer service. 

And that brings me to a final point: these improvements will help agencies meet 
what are increasingly tight fiscal constraints. 

As many of you know, in this year’s Budget, the President proposed a three-year 
freeze on non-security discretionary funding, saving $250 billion over the next dec- 
ade. 

This spending restraint complements other measures in the Budget that, together, 
produce more deficit reduction over the next 10 years than any Budget that has 
been proposed in over a decade. 
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In his State of the Union address, the President was abundantly clear to Congress 
that he will use the veto pen to enforce this freeze. 

And in the Budget guidance for Fiscal Year 2012 issued to agencies this morning, 
that seriousness of purpose was underscored yet again. 

We are asking each agency to develop a list of their bottom 5 percent performing 
discretionary programs, as measured by their impact in furthering the agency’s mis- 
sion. 

In addition, to ensure that we can meet the President’s absolute insistence on a 
freeze for non-security agencies while funding priority areas, we are asking non-se- 
curity agencies to specify how they would reduce their budgets by 5 percent which 
will give us the ability to achieve the overall non-security freeze even while meeting 
inevitable new needs and priorities. 

The reform efforts I outlined above should make it easier for agencies to identify 
their laggard programs and live within the three-year freeze. 

Ultimately, our goal is not to cut for cutting’s sake, but to modernize and reform 
government, to empower people with the information they require to make choices 
about what’s best for them, to make their voices heard by government officials, and 
to give the American people the data they need to bring about change. 

The bottom line is that IT can help us achieve this in a government that is in- 
creasingly complex, serving a Nation of 300 million people. 

As a professor of political science at my alma mater noted: “There is scarcely a 
single duty of government which was once simple which is not now complex; govern- 
ment once had but a few masters; it now has scores of masters.” 

Those words were written by Professor Woodrow Wilson — in 1887, before he was 
the President of Princeton, and well before he was President of the United States. 
And they are no less true today than they were more than a century ago. 

The lesson is: implementation matters. And it is our duty to continually strive to 
be prudent and productive stewards of tax dollars, creating a government that is 
efficient and effective in service of the American people. 

Thank you, and I’d be delighted to take your questions. 

Senator LeMieux. And I would commend you to look at this, 
Senate bill 2128, which seeks to accomplish this for Medicare. 
There’s estimates that we could save $20 billion a year 

Mr. Chopra. Yes, sir. 

Senator LeMieux. — ^ by using predictive modeling. 

Mr. Chopra. Absolutely. We’ll look at it. Thank you 

Senator LeMieux. Thank you very much. 

Mr. Chopra. — sir. 

Senator LeMieux. Thank you. Madam Chair. 

Senator Klobuchar. Senator Begich has arrived. 

STATEMENT OF HON. MARK BEGICH, 

U.S. SENATOR FROM ALASKA 

Senator Begich. Thank you. Madam Chair. I’ll just be brief. 

You may not be able to answer these — ^but this is kind of a broad 
question, which I think I know the answer to, but I really want to 
hear you say it. 

Mr. Chopra. Sure. 

Senator Begich. With regards to patent protection for folks that 
are creating and being innovative and so forth, we would rate our- 
selves, in this country, where in the scale of patent protection? 

Mr. Chopra. Well, Can I give two ^ades? I would say that the 
quality of our patent review process is pretty high. On a scale of 
1 to 10, maybe it’s an 8 or a 9, in terms of the competence of the 
agency to actually render judgment on high-quality patents. But, 
the process and the performance of the agency, in terms of its 
throughput, is far lower. To be kind, maybe it’s sub-5, maybe 4, 
maybe 3. The backlog today is well over 3 years. We have cir- 
cumstances where information comes into the Patent Office; in 
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some cases, it’s in electronic format, in other cases, it has to he con- 
verted from electronic to he rekeyed in, because database A doesn’t 
talk to database B. So, to the extent with which you would like to 
see an improvement — I believe Senator Warner made a comment 
earlier — you guys are engaging on the discussion of patent reform, 
but I believe there’s bipartisan — and I don’t want to speak for 
you 

Senator Begich. Right. 

Mr. Chopra. — but I believe there’s bipartisan commitment to 
just cleaning up the operations themselves so that we can strength- 
en and improve the capacity of the office. 

Senator Begich. Let me ask 

Mr. Chopra. Yes, sir. 

Senator Begich. That’s part of the question, but the other part 
is. If I create something — where would you want to patent your 
product? What country? 

Mr. Chopra. Boy, that’s an interesting question. I haven’t given 
that much thought. I would still presume that patenting in the 
United States is still a very powerful asset to — I mean, so much of 
our economy is borne on patent-generating — patented products and 
services. There are some case examples. I believe the Chairwoman 
highlighted a few — where people are beginning to take their inno- 
vations overseas. But, I would argue that it still makes the most 
sense in the world to patent your invention here in the United 
States, and that — we have pretty good collaboration across the 
world’s patenting regulatory bodies, if you will, to work together on 
a streamlined approach to making sure that that application actu- 
ally can be filed around the world. 

Senator Begich. I appreciate that; I just wanted to get a little 
discussion; I know it may be partially in your field — but, here’s my 
question 

Mr. Chopra. Please. 

Senator Begich. — in the broader sense, and maybe more of a 
comment. So, if you want to comment on it, that’s great. 

Mr. Chopra. Sure. 

Senator Begich. Companies — and it goes to, I think, what the 
Chairwoman was getting to, in a different way, or augmented to 
what she was talking about; and that is, people patent here, but 
they manufacture elsewhere. 

Mr. Chopra. That’s what she had made the 

Senator Begich. OK? 

Mr. Chopra. — case for. 

Senator Begich. Do you, or does someone in the Federal Govern- 
ment, have some analysis that says, here, in the last — pick a period 
of time — products that have been patented, that have been devel- 
oped — produced overseas, but, at times, those same companies use 
our patent law to protect themselves for those products they manu- 
facture overseas 

Mr. Chopra. I haven’t looked 

Senator Begich. — or 

Mr. Chopra. — at that particular metric. 

Senator Begich. Because, I mean, that’s part of it. I mean, why 
people patent here — this is my assessment — is, we have some of 
the best patent laws. But, they don’t manufacture, necessarily, al- 
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ways here, but they’ll use the law to protect their patent when it’s 
produced elsewhere. 

So, is there such a study that shows us — or some 

Mr. Chopra. I will check. 

Senator Begich. — data? 

Mr. Chopra. I’m not familiar with the particular study. But, this 
cuts two ways, if I may. Senator. There are examples, in this in- 
creasingly global economy, where we want, and wish to encourage, 
U.S. innovation to solve global problems, often at price points that 
are dramatically lower than what the domestic U.S. market might 
otherwise seek. 

I highlight, for example, an article written, in the Harvard Busi- 
ness Review, by Jeff Immelt, the CEO of GE. And forgive me for 
attempting to paraphrase his article; I may not do it in — its justice. 
But, his highlighting of the strategy, at GE, of reverse innovation — 
that is to say, they had engineered, for example, an electrocardio- 
gram machine in rural China that, in order to be profitable, had 
to be 85 percent cheaper than the products that they would sell do- 
mestically in the U.S. This innovative company in the U.S. looked 
at that as a growth opportunity. They were successful in building 
a profitable product for the rural Chinese market, and not only did 
they generate sales and profitability overseas, they created innova- 
tions that, in the term that they used in the article, “reverse inno- 
vation” brought those ideas back to strengthen their innovation ca- 
pacity in the domestic U.S. economy. 

So, I’m not trying to suggest that your premise is a good one or 
a bad one; I’m just suggesting there’s some nuance to the notion 
that an entrepreneurial company in the U.S. solving a global prob- 
lem, at price points that are dramatically lower than what need 
here, could still see economic value bringing those innovations back 
and expanding. 

So, I am — I will look into your question of the study, and I will 
see if there’s a way to think through the implications of it. 

Senator Begich. I’d appreciate it. And my time is up. But, the 
discussion I like to work off of is — show me the data that says — 
either way. Your description is a great example of a reverse. But, 
the other flip side is. What are we doing? And if people are devel- 
oping here, in a sense of their idea — but then producing elsewhere, 
and then using our patent laws to protect what they produce else- 
where — we have to figure out the right balance here, because the 
reason is that we, the Federal Government, are allowing those op- 
portunities of protection, but if we don’t reap the benefit in some 
form — maybe it’s the reverse, as you described, and/or the job cre- 
ation — we have to figure out the right balance here. 

Mr. Chopra. I will certainly 

Senator Begich. Now, that’s the question. 

Mr. Chopra. — look into that and get back to you. Senator. 

Senator Begich. Great. 

Mr. Chopra. Thank you for that. 

Senator Begich. Thank you. Madam Chair. 

Senator Klobuchar. Well, thank you very much, Mr. Chopra. I 
hope you see that everyone is really raring to go here. We are im- 
patient. We want to move forward. We know you get this. And we 
hope that we’ll be working you a lot. I would really hope this would 
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become a major focus of the administration policy in the next year; 
and not just yours, but the entire administration. 

So, thank you 

Mr. Chopra. My honor. 

Senator Klobuchar. — very much. 

Mr. Chopra. Thank you for having me. 

Senator Klobuchar. All right, very good. 

And now we’re turning to our second panel. And we’re going to 
be joined — I’ll let them get up here, and we’ll get them some new 
name tags, here. 

We appreciate the interest in this hearing. 

[Pause.] 

Senator Klobuchar. I see Mr. Chopra’s fan club is leaving, and 
now we have our second 

[Laughter.] 

Senator Klobuchar. — panel. 

All right. First of all, we have Andy Weiss. Mr. Andy Weiss is 
President and CEO of CoAxia, which I mentioned before, a small 
medical device business based out of Maple Grove, Minnesota. 
CoAxia develops innovative new treatments for stroke patients. He 
came to the company with 20 years of experience in the medical de- 
vice industry, having worked for GE Medical, Vital Images, and 
Medtronic. He serves as an advisor to a number of small medical 
device business and venture capital firms, and is also the Director 
of Steady State Imaging, which is a company that develops ad- 
vanced MRI medical imaging technologies. 

We also have with us Dr. Robert Atkinson, who will be the first 
to testify here. He is the Founder and President of the Information 
Technology and Innovation Foundation, a nonpartisan think tank 
with the mission of promoting policies to advance technological in- 
novation. He has an extensive background in technology policy, and 
has conducted groundbreaking research projects on technology and 
innovation. 

Steve Uhl is President and Chief Executive Officer of the Ad- 
vanced Medical Technology Association, the world’s largest medical 
technology association. He previously ran his own healthcare con- 
sulting firm, and has served in other leadership roles with 
AdvaMed and the Federation of American Hospitals. 

Rhys Williams, who Senator LeMieux already mentioned, is the 
President of New World Angels, Inc., an angel investment group in 
southeast Florida. He is also President of Tequesta BioVentures, 
and has co-founded several early-stage biotech companies. Prior to 
his current position, Mr. Williams worked as a venture capitalist, 
as an executive for a biotech company, and as an officer in the mili- 
tary, commanding an Army Special Forces combat diver detach- 
ment. 

So, our witnesses come from diverse backgrounds, but all are fo- 
cused on the same driving force, and that is innovation in America. 

We will start with Dr. Atkinson. 

STATEMENT OF DR. ROBERT D. ATKINSON, PRESIDENT, 
INFORMATION TECHNOLOGY AND INNOVATION FOUNDATION 

Dr. Atkinson. Great, thank you. Madam Chairwoman and Rank- 
ing Member LeMieux and Senator Begich. It’s a pleasure to be here 
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on this critical issue of U.S. innovation and technological commer- 
cialization and competitiveness. 

I think, as Senator LeMieux alluded to, the U.S. was in the lead 
for a long time, and, frankly, we’re no longer in the lead in global 
innovation and competitiveness. There are other countries that 
have surpassed us, as we’ve documented in a report that was men- 
tioned earlier. 

There are a lot of reasons why I think we’ve lost our lead, but 
one of the key reasons is that a number of other nations have de- 
veloped national innovation and competitiveness strate^es, and, as 
part of those strategies, put in place comprehensive policies, every- 
thing from cutting corporate tax rates, creating generous incen- 
tives — tax incentives for R&D, to expanding government support 
for R&D. In contrast, the U.S. has really done very little in these 
areas. 

In many ways — and. Senator LeMieux, you alluded to this — we’re 
like that old commercial. The other countries are Avis. They’re 
number two, and they try harder. And we’re Hertz. We think we’re 
number one, and we don’t try harder. The reality is, we’re not num- 
ber one anymore, as I alluded to. 

Ultimately, businesses are really going to have to drive this, but 
there are a lot of things the Federal Government can and should 
do to help play a more active role. And I allude to some of those 
in my testimony: certainly, skills and immigration policy; H-IB 
visas; increased funding for research, including Federal agencies, 
like the PTO and the FDA, both of which suffer from serious prob- 
lems of review and backlog; a more generous R&E tax credit; and 
certainly more aggressive trade enforcement against what we 
would term “technology mercantilism,” where other countries and 
systemically targeting U.S. technology leadership through unfair 
and oftentimes WTO-violating practices. 

But, I want to just focus on two areas today, of how the Federal 
Government could play a better and more effective role. One is how 
we could reorganize some parts of the Federal Government to bet- 
ter spur innovation; and, second, how Federal policy could spur 
technology commercialization. 

A first step — and. Senator Udall and Senator Warner alluded to 
this — would be for Congress to charge the administration with the 
creation of a national competitiveness and innovation strategy. We 
did this in the Recovery Act; we charged the FCC to create a 
broadband strategy. The FCC didn’t simply just draft a memo; they 
actually brought in some of the leading thinkers and analysts in 
the country, from the private sector, and they worked diligently to 
create a very comprehensive and in-depth strategy, which I would 
argue is probably the best document we’ve produced in a long time 
in this area. We need to do the same thing in the area of competi- 
tiveness. 

And I just mention, I really don’t think this is about picking win- 
ners, or more government. When you look at what other countries 
have done with their strategies, they’re really about smarter gov- 
ernment, smarter regulation, smarter public investments, smarter 
tax policy. So, it’s really looking at what the government’s already 
doing, how we can do it better, what we can learn from our com- 
petitors. 
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Second, I think we could — and, by the way, I should add, all of 
my recommendations in the report. I’m — recognizing the fiscal con- 
straint that we’re under today. I’m trying to suggest a lot of rec- 
ommendations, frankly, that really don’t cost any money, or very 
little money, but would get a big bang for the buck. 

I think one of those in that category would be for Congress to 
consider creating an Office of Innovation Review within 0MB. In 
0MB, there’s OIRA, and it’s basically focused on cost benefit anal- 
ysis. It really doesn’t do anything about innovation. This goes to 
Senator Klobuchar’s point. One of the things this group could do 
to essentially oversee what the FDA is doing, and make sure 
they’re really doing the kind of job they need to do. 

Second, we really need to push, much more, our science agen- 
cies — and, in particular, NSF — to focus and encourage them and 
incent them to drive industry/university partnerships. It’s striking 
that the last time we faced a big challenge in competitiveness was 
in the 1980s. And one of the things we did, with strong bipartisan 
support from the Democratic Congress and the Reagan administra- 
tion, was to really change a lot of the programs. We passed Bayh- 
Dole, obviously a bipartisan act, and we put in place a number of 
programs in the National Science Foundation to encourage univer- 
sities and industries to work together to commercialize tech- 
nologies, including the Engineering Research Center Program, the 
lUCRC program, and others. 

I have to say, after two decades of looking at those programs, the 
evidence is unbelievably crystal clear. These programs are incred- 
ibly effective, they’re largely underfunded. And NSF, basically, 
looks at them as second- tier programs that they ignore. The mis- 
sion of NSF has basically morphed into one of supporting scientists 
at universities, with almost no attention to thinking about, how 
can we get those discoveries out to entrepreneurs to build busi- 
nesses? And I think there’s a lot the Federal Government could do. 
One of the things that we suggest is, in reauthorizing COMPETES 
or any other vehicles where there might be an increase at NSF or 
DOE Office of Science, is specifically allocate more money, to those 
programs that have been shown to work, that partner with indus- 
try. 

Second, we could require NSF to — some of the programs that 
they have, they’d give money directly to universities — for example, 
some of the big equipment awards where they do that — to tie one 
of their criteria for getting an NSF award to how well the univer- 
sity actually works with industry. There is no accountability in the 
system right now. If you work with industry, you’re graded the 
same as if you don’t work with industry and entrepreneurs. 

Third, we need to do a better job of providing support to univer- 
sities and Federal laboratories for their technology transfer efforts. 
They’re largely underfunded. We’ve proposed a very small levy on 
Federal research kind of like the SBIR, only much, much smaller — 
and using some of those funds to support that. 

Finally, we should expand the regular R&E tax credit, but also, 
there’s a provision in the R&E tax credit that was in the 1996 en- 
ergy bill, on collaborative research and development tax credit, that 
gave companies a more generous tax credit to work with univer- 
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sities and Federal labs. But, it only applies to energy research. We 
think that word, “energy,” should just be taken out. 

I know I’m over my time. The last point I didn’t put this in my 
written testimony, but I thought about it here today. As I think. 
Senator Klobuchar, you had mentioned. How do we get more fi- 
nancing to small business? I think one of the things we should con- 
sider is. How can we reform the SBIC program that SBA runs? It 
really has morphed into a program to fund later- stage large deals. 
That’s not what the Federal Government should be doing. The Fed- 
eral Government, to the extent it’s in that space, should be helping 
venture firms go into earlier-stage smaller deals, and I think SBIC 
could be reformed in that direction. 

Thank you very much. 

[The prepared statement of Dr. Atkinson follows:] 

Prepared Statement of Dr. Robert D. Atkinson, President, 
Information Technology and Innovation Foundation 

Madam Chair, Senator LeMieux, and members of the Committee, I appreciate the 
opportunity to appear before you to discuss the critical question of U.S. innovation 
and technology commercialization and what the Federal Government can do im- 
prove it. 

I am the President of the Information Technology and Innovation Foundation. 
ITIF is a nonpartisan research and educational institute whose mission is to formu- 
late and promote public policies to advance technological innovation and produc- 
tivity. Recognizing the vital role of technology in ensuring American prosperity, 
ITIF focuses on innovation, productivity, and digital economy issues. 

For over 50 years after WWII, the United States was the global innovation leader. 
However, in the last decade we have lost that lead and our rank appears to be rap- 
idly slipping. The effects are seen in increased trade deficits, relatively lower in- 
creases in standards of living, higher unemployment, and even the severity of the 
current economic crisis. 

While ultimately businesses and other organizations {e.g., universities) will have 
to take the lead in driving innovation, the Federal Government can and should take 
a much more proactive role. There are two key kinds of activities the Federal Gov- 
ernment can take to spur innovation. 

First, we need to better organize the Federal Government to support innovation. 
A key first step would be for Congress to charge the administration with the cre- 
ation of a national competitiveness and innovation strategy. In addition. Congress 
should consider creating an Office of Innovation Review within 0MB to review all 
proposed Federal regulations for their impact on innovation. Finally, Congress 
should consider creating a new National Innovation Foundation that would house 
innovation-based programs now housed at agencies like NSF and NIST. 

Second, it’s time for Federal agencies, and particularly NSF, to focus much more 
on commercialization and industry partnerships. NSF is almost exclusively focused 
on providing funding for scientific research to universities and makes little effort to 
ensure that these results are commercialized and lead to jobs in the United States. 
Congress can play a key role in spurring more industry partnerships and commer- 
cialization at universities and Federal labs. First, as Congress increases science 
agency budgets, ITIF recommends that programs that focus specifically on industry 
partnerships and technology commercialization should receive a large share of the 
increases. Second, Congress should consider requiring NSF to tie funding to univer- 
sities to the extent the latter work closely with industry and commercialize tech- 
nology. Third, Congress should consider creating a new program to support univer- 
sity, state, and Federal laboratory technology commercialization initiatives, funded 
by a small “tax” levied on Federal research (the way SBIR and STTR are funded). 
Finally, we encourage Congress to expand R&D tax credit generally and also the 
scope of the current collaborative R&D credit. 

We believe these steps would significantly increase technology innovation and re- 
lated jobs in the United States. Moreover, these steps could be taken with almost 
no net negative budgetary impact. 
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What Is at Stake: Why Is Innovation Important? 

In recent years, a growing number of economists have come to see that it is not 
so much the accumulation of more capital that is the key to improving standards 
of living; rather it is innovation — the creation and adoption of new products, serv- 
ices, processes, and business models. ^ When economists Klenow and Rodriguez- 
Clare decomposed the cross-country differences in income per-worker into shares 
that could be attributed to physical capital, human capital, and total factor produc- 
tivity, they found that more than 90 percent of the variation in the growth of income 
per worker was a result of how effectively capital is used {e.g., innovation). 

Innovation is also essential if we are to create better jobs for all Americans. Prop- 
erly conceived, innovation is not just about creating more jobs for engineers and 
managers in high technology industries. It is also about providing higher wage jobs 
for workers in manufacturing and “low-tech” services. Innovation also benefits not 
just the notable high-tech regions of the Nation, but all regions. 

The growth of international trade also makes it increasingly important for the 
United States to innovate. Low-wage nations can now more easily perform labor-in- 
tensive, difEcult-to-automate work. Indeed, it has become difficult for the United 
States to compete in such industries as textiles and commodity metals. Notwith- 
standing the efforts of countries like China and India to compete in advanced tech- 
nology industries, for the foreseeable future their competitive advantage should re- 
main in more labor-intensive, less complex portions of the production process. 

By contrast, the United States’ primary source of competitive advantage should 
be in innovation-based activities that are less cost-sensitive. To illustrate, a software 
company can easily move routine programming jobs to India where wages are a 
fraction of U.S. levels. There is less economic incentive for moving advanced pro- 
gramming and computer science jobs there because innovation and quality are more 
important than cost in influencing the location of these jobs. 

The United States No Longer Leads the World in Innovation 

The combination of its policy and non-policy strengths, combined with policy and 
non-policy weaknesses in other nations, enabled the United States to lead the world 
in innovation for the rest of the century after WWII. However, changes at home and 
abroad have meant that while the United States continues to have many strengths 
we no longer lead the world in innovation. We see signs of this relative decline in 
a wide array of indicators. The decline began at least in the 1980s, with the United 
States’ shares of worldwide R&D investment, U.S. patents, scientific publications, 
researchers, and science and engineering degrees falling from the mid-1980s to the 
beginning of this century. But given our strong overall lead, the declines were not 
enough to dethrone us from our number one position. 

Yet, since then the U.S. has continued to lag on a number of key factors, including 
growth in corporate and government R&D, scientific and technical degrees and 
workers, venture capital, and creation of new firms. As ITIF documented in its re- 
port The Atlantic Century, from 2000 to 2009, the United States slipped from num- 
ber 1 to number 6 in global innovation-based competitiveness, falling behind nations 
such as Singapore, Denmark, Sweden, and South Korea on a per-GDP basis. The 
reason is that all of the other 39 nations or region examined made faster progress 
than we did on a collection of 16 innovation competitiveness indicators. 

We also see the evidence of our decline in our trade performance. The trade deficit 
represents perhaps the most visible manifestation of the global challenge. At 5 per- 
cent of GDP in 2008, the current account deficit is at extremely high levels both 
in absolute terms and relative to the size of our economy.^ The traditional U.S. 
trade surplus in agricultural products is nearing zero and in high-technology prod- 
ucts has turned negative. In fact, the United States has actually run a negative 
trade balance in high-technology goods since October 1995. Meanwhile, our surplus 
in services trade is small and only holding relatively steady. 

We also see it in the decline in U.S. manufacturing output as a share of GDP. 
This has been overlooked by many economists because the national economic ac- 
counts that track manufacturing output provide a misleading picture of the health 
of U.S. manufacturing by overstating output, particularly in the computer and semi- 
conductors industry. According to the Department of Commerce’s Bureau of Eco- 
nomic Analysis, manufacturing output as a share of GDP has stayed somewhat con- 


1 Elhanan Helpman, The Mystery of Economic Growth (Cambridge, Massachusetts: Belknap 
Press, 2004). 

2 U.S. Bureau of Economic Analysis, “U.S. Current-Account Deficit Increases in 2006,” News 

Release, March 14, 2007, www.hea.gov tnewsreleases I international (transactions 12007 j pdf ! 
transannualOO fax.pdf. 
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stant between 1994 and 2008, at around 13.7 percent.^ But drilling down to more 
detail causes a different, and more troubling picture to emerge. Over the last 25 
years, the share of non-durable manufacturing output ie.g., sectors such as chemi- 
cals, paper, and food products) declined from around 7 percent of GDP in 1993 per- 
cent to 4.7 percent in 2008. The share of durables {e.g., sectors such as motor vehi- 
cles, wood products, and electronics), in contrast, increased to just over 9 percent 
in 2007, with a very slight decline in 2008, leading many to the rosy conclusion that 
while manufacturing employment may have declined, manufacturing output is still 
strong. But taking out computers and electronic products (NA ICS code 334) shows 
a very different picture, with durable goods output share declining from 7 percent 
in 1998 to 5.3 percent in 2008. Overall manufacturing output minus computers and 
electronic products declined from 13 percent of GDP in 1998 to just 9.7 percent in 
2008. 

Defenders of the status quo will respond that the proper measure is overall manu- 
facturing, not manufacturing minus computers. But does anyone really think that 
the real inflation-adjusted value added of computers and electronic products really 
doubled between 2003 and 2007, which is what the BEA numbers suggest? The 
problem is that BEA counts output of computers based on improvements in Moore’s 
law and when processing power doubles every 18 months or so it counts that in the 
value-added. It also appears to understate the value of imports in this sector, thus 
imputing more domestic output to the sector than is warranted. But this clearly 
overstates output and provides an extremely misleading picture of the real health 
of the U.S. manufacturing sector. For those who want to play down the threat to 
the U.S. manufacturing (and export) base, these statistics provide reassuring, if 
false, comfort. In 2011, the United States is poised to cede its title as the world’s 
leading manufacturer — a position it has held for the last 110 years — to China."^ 

Factors Contributing to Our Relative Deeline in Innovation-based 
Competitiveness 

There are a number of factors which have contributed to the United States’ rel- 
ative decline in innovation-based competitiveness. Many point to globalization. With 
the emergence of globalization and relatively faster growth in income of many na- 
tions, one would expect to see the global share of U.S. output fall. And it is certainly 
true that as some advanced nations began to catch up (in part by emulating and 
going beyond our policies) the U.S. share of global innovation output {e.g., R&D and 
patents) would also fall, although by less than overall economic output since the 
United States should actually be increasingly specializing in innovation-based ac- 
tivities as more routine-based production shifts offshore. But there was nothing pre- 
ordained about the United States falling from number 1 in innovation competitive- 
ness in 2000 to number 6 in 2009. The United States can and should remain the 
global innovation leader. 

So what happened? As in explaining our success, non-policy and policy factors 
have played a role in our decline. There are a number of non-policy factors that ap- 
pear to be at work. One key factor is the pressure from U.S. financial markets to 
prioritize increasing short-term returns to shareholders over growth or investments 
with longer-term payoffs, such as research and development and workforce training. 
Financial pressures have forced many U.S. firms to not only cut back on the growth 
of their research budgets, but to reallocate their research portfolios more toward 
product development efforts and away from longer term and more speculative basic 
and applied research. As Figure 1 shows, from 1991 to 2007, basic research as a 
share of corporate R&D conducted in the United States fell by 3.6 percentage points, 
while applied research fell by roughly the same amount, by 3.5 percentage points. 
In contrast, development’s share increased by 7.1 percentage points. Moreover, cor- 
porate R&D as a share of GDP fell in the United States by 5 percent from 1999 
to 2006, while in Europe and Japan it grew by 2 percent and 12 percent respec- 
tively. This has contributed to the U.S. share of global R&D falling from 39 percent 
in 1999 to 33 percent in 2007, while China’s share increased fourfold.® 


^ U.S. Bureau of Economic Analysis, “Real Value-Added by Industry.” 

^Peter Marsh, “U.S. manufacturing crown slips,” Financial Times, June 20, 2010, http:! ! 
www.ft.coml cms I s 1 0 / af2219cc-7c86-lldf-8b74-00144feabdc0.html. 

® Organization for Economic Co-operation and Development, “Ministerial Report on the OECD 
Innovation Strategy,” May 2010, www.oecd.org I dataoecd ! 51 128 ! 45326349.pdf. 
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Figure 1: Changes in the Shares of Corporate Basie and Applied Research 
and Development Between 1991 and 2007® 



It’s not just corporations that are investing relatively less on riskier R&D. So too 
are venture capital firms. Venture capital has been a vital, and, at least initially, 
a distinctively American component of our national innovation system. In 2008, ven- 
ture capital-funded companies accounted for 11 percent of private sector employ- 
ment and represented the equivalent of 21 percent of U.S. GDP.'^ But venture in- 
vestments are moving downstream as VCs focus on the most attractive later stage 
deals. In fact, while total venture capital funding for zero and first stage deals in- 
creased from 1996-2008, the share of total venture capital going to zero and first 
stage deals actually declined from 35 to 24 percent in the same time period.® This 
equals a market failure around risk, leading to underinvestment in early stage 
start-up deals, and also resulting in a gap between the completion of basic research 
and applied R&D. In addition, more recently, the level of venture capital activity 
has declined considerably in the current recession. In the first quarter of 2009, total 
U.S. venture capital investment plunged 60 percent as compared to the same period 
a year earlier. 

Another concern is that U.S. firms are moving R&D offshore. R&D expenditures 
from U.S. -based multinationals in emerging Asian markets increased from 5 percent 
to 14 percent between 1995 and 2006.® And over the last decade, the share of U.S. 
corporate R&D sites in the United States has declined from 59 percent to 52 per- 
cent, while the share in China and India increased from 8 to 18 percent, i® Taken 
together, it is clear that the U.S. private sector engine of innovation is not working 
as well as it used to. 

One reason for these private sector challenges is that U.S. policy has not kept up 
to provide the support and incentives needed for private sector innovation. Among 
36 nations, the United States ranked just 21st in the growth of government invest- 
ment in R&D from 1999 to 2006, with a growth rate of just 20 percent the average 
of the other nations. Since the mid-1990s, total Federal R&D investment grew at 
a sluggish 2.5 percent per year from 1994 to 2004 — much lower than its long-term 
average of 3.5 percent growth per year from 1953 to 2004M To restore Federal R&D 
support as a share of GDP to its 1993 level, we would have to increase Federal R&D 
investment by 50 percent, or over $37 billion. 


® Source: Authors’ analysis of National Science Foundation data. 

Global Insight, “Venture Impact: The Economic Importance of Venture Capital-Backed Com- 
panies to the U.S. Economy,” 2009, 2. 

® While venture capital in the United States increased from $11.3 billion in 1996 to $28 billion 
in 2008, the amount invested in startup — and seed-stage deals only increased from $1.3 billion 
to $1.6 billion, or by one-third. The amount invested in early-stage deals rose from $2.8 billion 
to $5.3 billion between 1996 and 2008, but the early-stage share of total venture funding fell 
from about 25 percent to about 18 percent. Similarly the share of startup- and seed-stage ven- 
ture capital fell from 11.6 to 5.8. Authors’ analysis of 2008 data from PricewaterhouseCoopers/ 

® “Science and Engineering Indicators: 2010,” National Science Foundation, 2010, http: I ! 
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i°Booz Allen Hamilton and INSEAD, “Innovation: Is Global the Way Forward?” (Booz Allen 
Hamilton, 2006), 3. 

Titus Galama and James Hosek, U.S. Competitiveness in Science and Technology (Santa 
Monica, California: RAND Corporation, 2008), 67. 
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Indeed, the United States is one of only a few nations where total investment in 
R&D as a share of GDP actually fell from 1992-2005, largely because of that decline 
in public R&D support.^^ Among OECD countries, the United States now ranks sev- 
enth in total R&D intensity, behind a list of countries including Japan, South 
Korea, Finland, and SwedenJ^ Moreover, the United States places only 22ncl in the 
share of government GDP devoted to non-defense research 

Federal investment in most of the programs that focus most directly on innovation 
promotion have also declined or grown more slowly than GDP. Funding for NSF’s 
Partnerships for Innovation program has grown more slowly than GDP since the 
program began operating in 2000. NIST’s Manufacturing Extension Partnership 
(MEP) is scheduled to receive $131.8 million in FYIO, only 3 percent more (not ad- 
justed for inflation) than it did in 1999. The America COMPETES Act abolished 
ATP and created a new Technology Innovation Program (TIP) with a substantially 
broader scope than ATP. However, the legislation did not match the broader scope 
with increased funding. TIP is slated to receive $140.5 million in 2010, slightly more 
than ATP received in 2005 but less than ATP received in any year between 1998 
and 2004. Funding for NSF’s Engineering Education Center programs, which in- 
cludes NSF’s Engineering Research Centers (ERCs) have declined by 11 percent 
since 2004. 

The Defense Advanced Research Projects Agency (DARPA) has played a key role 
historically in driving innovation. The Internet grew out of a DARPA initiative. 
However, over the last decade, DARPA funding as a share of GDP has declined by 
over 20 percent. Moreover, in recent years DARPA has shifted toward more short 
term, mission-oriented development, Indeed, it is not an exaggeration to state that 
if DARPA were making the kinds of investments it makes today 30 years ago, the 
Internet never would have been developed. 

Lack of adequate funding has also severely impacted agencies like the Patent and 
Trademark Office (PTO) and the Food and Drug Administration that are critical to 
enabling inventions become innovations in the marketplace. Both the PTO and the 
FDA used to be the envy of other nations around the globe for their effectiveness 
and efficiency. But the backlog at the PTO means that most patent applicants will 
wait many years before finding out if their invention is granted a patent. Likewise, 
there have been increases in delays at the FDA for drug and device approval and 
difficulties in upgrading the scientific expertise the FDA needs in order to expedi- 
tiously and effectively evaluate new drugs and biological submissions.^^ Likewise, 
the United States Office of the Trade Representative lacks the resources it needs 
to adequately go after rampant high-technology mercantilist practices other nations 
are engaged in to take market share away from U.S. technology companies. 

Finally, while our public and private research universities used to be the envy of 
the world, 20 years of underfunding by state governments have meant that many 
public research universities have fallen in capabilities relative to private research 
universities. And while our research universities are still a key strength, their fu- 
ture is uncertain given the large cuts in state higher education budgets and slow 
growth in Federal support for university research. 

The declines have not just been in direct spending. Relative to other nations our 
R&D tax credit has become significantly less generous. In the early 1990s, the 
United States had the most generous R&D tax credit among 30 OECD nations. 
Now, because other nations have expanded their R&D incentives, U.S. rank has fall- 
en to 18th.i® And among 38 nations, it ranks 24th, now behind India, Brazil, and 
China (India’s R&D tax credit is now four times that of the United States). The rea- 
son for this slippage is that the United States ranks just 21st out of 24 OECD coun- 
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tries assessed in rate of change in tax credit generosity between 1999 and 2008. 
Congress would need to increase the Alternative Simplified Credit (ASC) from 14 
to 20 percent to reach 10th place and 47 percent to become the most generous of 
the OECD nations.^® 

Weaknesses in the U.S. innovation system don’t simply stem from underfunding. 
The organization of efforts is often not optimal to driving innovation. Perhaps the 
most striking weakness is the fact that although there are a number of programs 
that help companies become more innovative or productive, there is no agency that 
has firm-level innovation as its sole mission. (In stark contrast to the litany of na- 
tions listed below who do have such an agency.) With a few important exceptions, 
U.S. innovation policy is at best a byproduct of Federal programs whose main pur- 
pose lies elsewhere. 

In addition, as the U.S. innovation system has spread out to all states and corners 
of the nation, the Federal system has remained national in scope. Washington is 
often far removed from the firms and other institutions that drive innovation. This 
is particularly true for small and mid-sized firms. In contrast, state and local gov- 
ernments and metropolitan-level economic developers have a long track record of 
creating organizations that work more closely with firms. Unfortunately, most exist- 
ing Federal programs do not work through or in collaboration with state or local 
governments or regional organizations, which are often more flexible and less re- 
mote from production processes.^i Federal program managers and policymakers all 
too often seem to assume that there is one uniform national economy in which re- 
gional agglomerations are at best a sideshow. 

What Can We Learn from Other Nations? 

Over the last 15 years, a large number of nations have woken up to the fact that 
they need to compete for internationally mobile innovation-based economic activi- 
ties, and have put in place policies that reflect that determination, such as more 
generous R&D tax incentives and stronger government support for all stages of re- 
search. In contrast, the United States has lagged behind, believing that it needed 
to do little since it had long been the global innovation leader. As a result, U.S. 
firms are now competing against firms in a growing number of national economies 
in which their governments actively help them compete. 

Many forward-thinking countries have made innovation-led economic development 
a centerpiece of their national economic strategies during the past decade. These na- 
tions know that moving up the value chain to more innovation-based economic activ- 
ity is a key to boosting productivity, and that losing the competition can result in 
a relatively lower standard of living as economic resources shift to lower-valueadded 
industries. These countries are implementing coordinated national innovation agen- 
das that boost R&D funding, have introduced policy changes and government initia- 
tives that more effectively transfer technologies from universities and government 
laboratories to the private sector for commercialization, and are ensuring that immi- 
gration policies support innovation. While many nations have taken the innovation 
challenge to heart and put in place a host of policies to spur innovation, the United 
States has done little, consequently falling behind in innovation policies and in inno- 
vation performance as well. 

These innovation-support policies are crucial to national innovation competitive- 
ness, as Professors Furman and Richard found in a study of the innovation capacity 
(an economy’s potential for producing a stream of commercially relevant innova- 
tions) of twenty-three countries from 1978 to 1999. Starting with 1978, they clas- 
sify countries as either world-leading innovators (the United States, Germany, 
Japan), middle-tier (Great Britain, France, Australia), third-tier (Spain, Italy), or 
“emerging” innovators (Ireland, Taiwan) based on countries’ patenting activity per 
capita, a proxy for commercialized innovations. 

A number of these “emerging innovators” — among them Ireland, Finland, Singa- 
pore, South Korea, Denmark, and Taiwan, in particular — achieved remarkable in- 
creases in innovative output per capita, moving to the world’s technological frontier 
and overtaking the innovative capacities of many mid- and third-tier countries, in- 
cluding France and Italy, whose economic conditions started off much more favor- 
ably in the early 1980s. Furman and Hayes conclude that the innovation leadership 
these countries achieved was based not only on the development of innovation-en- 
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hancing policies and infrastructure, such as strong IP protections, openness to trade, 
highly competitive markets, and strong industry clusters, but also a commitment to 
maintaining substantial financial and human capital investments in innovation. 

1. National Innovation Strategies 

Part of the United States’ leadership slippage is attributable to the fact that over 
the past decade many of our competitors — from Great Britain and Finland to Japan 
and South Korea — have created national innovation and competitiveness strategies 
designed specifically to link science, technology, and innovation with economic 
growth.2^ As Annabelle Malins, British Consul General for the Southern U.S., com- 
mented recently, “The United Kingdom has made a conscientious decision to place 
innovation at the center of our country’s economic growth strategy.” Where these 
countries have coherent, strategic game plans to compete and win in the highest 
value-added sectors of economic activity, the U.S. relies more on one-off policies 
that, while valuable and necessary, are all too often not tied to a coordinated strat- 
egy. 

These nations are not content to let their government policies and actions influ- 
ence innovation in a haphazard and uncoordinated way. They seek to develop strate- 
gies to assess their nation’s weaknesses and strengths, examine the policies of other 
nations in order to learn from them, and assess and revise their own national poli- 
cies in a broad array of areas that could influence innovation and competitiveness, 
including teix policy, regulation, direct science and technology programs and other 
areas (see Table 1). 

It should be noted that these strategies seldom seek to “pick winners and losers” 
in the sense of picking individual firms to favor. Indeed, these strategies are a far 
cry from the strongly directive Japanese efforts, for example, of the 1980s. They do 
not try to decide the path of business innovation and then induce firms to follow 
that path. Instead, they exemplify the cooperative, facilitative government role that 
is needed to address the market failures that hamper the innovation process. And 
they seek to better align what government already does to ensure that it best sup- 
ports innovation and competitiveness. 


Table 1. — Selected Countries with a National Innovation Strategy and/or Foundation 


Country 

National Innovation Strategy 

National Innovation Agency 

Australia 

Yes 

Yes 

Austria 

Yes 

Yes 

Canada 

Yes 

No 

China 

Yes 

No 

Denmark 

Yes 

Yes 

Finland 

Yes 

Yes 

France 

Yes 

Yes 

Germany 

Yes 

No (Yes at the Bundeslander level) 

India 

Yes 

Yes 

Ireland 

Yes 

Yes 

Japan 

Yes 

Yes 

Malaysia 

Yes 

Yes 

The Netherlands 

Yes 

Yes 

Portugal 

Yes 

Yes 

Norway 

Yes 

Yes 

Rwanda 

Yes 

No 

Singapore 

Yes 

Yes 

South Korea 

Yes 

Yes 

Spain 

Yes 

Yes 

Sweden 

Yes 

Yes 

Thailand 

Yes 

Yes 

United Kingdom 

Yes 

Yes 

United States 

Yes 

No 

Uruguay 

Yes 

Yes 


2. Civilian Technology and Innovation Promotion Agencies 

Many countries not only have innovation and competitiveness strategies, but also 
agencies specifically charged with spurring private sector innovation. In recent 
years, Finland, France, Iceland, Ireland, Australia, Japan, the Netherlands, New 
Zealand, Norway, South Korea, Canada, Germany, Taiwan, Switzerland and Great 
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Britain have all either established or significantly expanded separate innovation 
promotion agencies (see Table 1). Many countries have launched such agencies only 
fairly recently. For example, India launched its National Innovation Foundation in 
2000, Sweden introduced Vinnova in 2001, Thailand created a National Innovation 
Agency in 2003, the launched Senter November in 2004, and the United Kingdom 
launched its Department for Business, Innovation, and Skills in 2009. 

All these countries have science- and university-support agencies similar to Amer- 
ica’s National Science Foundation, which largely fund basic research. But these 
countries realized that if they were to prosper in the highly competitive, technology- 
driven global economy, they needed specifically to promote technolo^cal innovation, 
particularly in small and mid-sized companies and in partnership with universities. 

These countries’ innovation agencies perform roles such as channeling R&D into 
specific technology or industry research areas; surveying the world to identify nas- 
cent technologies; building technology “roadmaps”; creating new knowledge per- 
taining to the methods, processes, and techniques of innovation; transferring knowl- 
edge from academia and government to the private sector; encouraging private-sec- 
tor technology adoption; catalyzing industry-university research partnerships; sup- 
porting regional industry “technology clusters”; developing national innovation 
metrics; and championing innovation in the public sector. 

Perhaps the most ambitious of these efforts is Tekes, Finland’s National Agency 
for Technology and Innovation. In the last two decades, Finland has transformed 
itself from a largely natural resource-dependent economy to a world leader in tech- 
nology, with Tekes a key player in the country’s transformation. Affiliated with the 
Ministry of Employment and the Economy, Tekes funds many research projects in 
companies, multi-company partnerships, and business-university partnerships. With 
a budget of $560 million (in a country of only 5.2 million people), Tekes works in 
partnership with business and academia to identify key technology and application 
areas — including nano-sensors, ICT and broadband, health care, energy and the en- 
vironment, services innovation, and manufacturing and minerals — that can drive 
the Finnish economy. Tekes also operates a number of overseas technology liaison 
offices that conduct “technology scanning,” seeking out emerging technologies bear- 
ing on the competitiveness of Finnish industries, and sponsors foreign outreach ef- 
forts to help its domestic companies partner with foreign businesses and research- 
ers. 

One of the benefits of these programs is that they not only fund research projects 
but also facilitate networking and collaboration. For example, Tekes brings together 
in forums many of the key stakeholders in the research community. For each of its 
22 technology areas there are networking groups of researchers. In addition, Tekes 
publishes a description of each project it funds. Through these processes, research- 
ers learn more about research areas and gain opportunities to collaborate. Many 
agencies also work with industry on “roadmapping” exercises, whereby key partici- 
pants (industry and academic researchers and government experts) identify tech- 
nology challenges and key areas of need over the next decade. 'They then base their 
selection of research topic funding on the results of the roadmap exercise. The UK’s 
Technology Strategy Board is funding over 600 collaborative business-university re- 
search projects which have been launched over the past two to 3 years. Like Tekes, 
it is also responsible for more than 20 industry- and technology-based knowledge 
transfer networks, with more being established. 

In virtually all cases these nations have made an explicit decision not to place 
their innovation-promotion initiatives under the direct control of large government 
departments. Although most innovation-promotion agencies are affiliated with those 
departments, they usually have a substantial degree of independence. It is common 
for these agencies to have their own executive director and a governing board of rep- 
resentatives from industry, government, university, or other constituency groups. 
For example, Japan’s government recently made a conscious choice to establish 
NEDO as an autonomous agency because it realized that MITI, as a large govern- 
ment bureaucracy, did not have the flexibility needed to manage such a program. 
NEDO is governed by a board of directors, with the Chair appointed by MITI and 
members from industry, universities, and other government agencies. 

These nations also often invest considerable resources in these efforts. If the 
United States wanted to match Finland’s outlays per dollar of GDP in innovation- 
promotion efforts, it would have to invest $34 billion per year. In fact, it invests 
around $3 billion per year, or 0.02 percent of GDP. While other nations invest less 
in their innovation-promotion agencies than Finland, they still invest considerably 
more than the United States. As a percent of their countries’ GDPs, Sweden spends 
0.07 percent, Japan 0.04 percent, and South Korea 0.03 percent on their innovation 
promotion agencies. To match these nations on a per-capita basis, the United Sates 
would have to invest $9 billion to match Sweden, $5.4 billion to match Japan, and 
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$3.6 billion to match South Korea.^® It is astounding that economies a fraction the 
size of the United States spend more on innovation promotion in actual dollars, let 
alone as a percentage of their economy. 

This places U.S. industries and corporations operating alone at a disadvantage 
against foreign corporations that benefit from coordinated and enlightened national 
strategies among universities, governments, and industry collaborations to foster 
competitiveness. For example, the Japanese government has recognized advanced 
battery technology as a key driving force behind its competitiveness, and views bat- 
tery technology as an issue of “national survival.”^® It is funding Lithium-ion bat- 
tery research over the five-year period from October 2007 to October 2012 at $275 
million (¥25 billion), and longer term has committed to a 20-year Li-ion battery re- 
search program. Germany’s government will provide a total of €1.1 billion ($1.4 bil- 
lion) over 10 years to applied research on automotive electronics, lithium ion bat- 
teries, lightweight construction, and other automotive applications. 

3. Tax Incentives for Research and Development 

As noted above, many other nations have much more generous teix incentives for 
the private sector to invest in R&D. They do this not only to encourage existing 
companies to expand R&D, but to attract globally mobile R&D activity. But not only 
have these nations put in place more generous research incentives they have been 
more innovative in using incentives to spur research and innovation. For example, 
some countries, including Denmark and the Netherlands, have begun to extend 
R&D tax credits to cover process R&D activities, effectively extending the R&D teix 
credit from their goods to services industries as well. Other nations have more gen- 
erous credits for companies investing in national laboratories or universities. For ex- 
ample, in France, companies funding research at national laboratories receive a 60 
percent credit on every dollar invested. Denmark, Hungary, Norway, Spain, and the 
U.K. provide firms more generous tax incentives for collaborative R&D with public 
research institutions. Japan’s R&D incentive for research expenditures companies 
make with universities and other research institutes is almost twice as generous as 
its regular credit. 

Other nations are increasingly providing teix incentives to treat income received 
from patents more generously. For example, Belgium taxes income received from 
patents at a rate of 0 to 6.8 percent and Ireland at 0 percent. Switzerland has re- 
duced corporate taxes on income from all intellectual property to between 1 and 3 
percent. Just this year, the Netherlands expanded this incentive to include income 
derived from patents or R&D which are taxed at just 5 percent.^® 

Steps Congress Can Take to Boost U.S. Innovation and Competitiveness 

The government’s role in addressing the innovation economy is not to regulate 
business or to direct the path of technological development. We do not advocate a 
heavy-handed, government-driven industrial policy. Indeed, such a policy cannot be 
nimble enough to respond to the kinds of market failures that afflict the innovation 
process. 

At the same time, though, we do not advocate simply “leaving it up the market” 
not only because the innovation economy is rife with market failures but also be- 
cause U.S. firms are now in global competition with firms that have their govern- 
ment as an innovation partner. In this sense, government should be a facilitator 
that spurs firms to innovate in ways that serve the public interest. In short, while 
we believe that the private sector should lead in innovation, we also believe that 
in an era of globalized innovation and intensely competitive markets the Federal 
Government can and should play an important enabling role in supporting private 
sector innovation efforts. 

As a core of this strategy, the Federal Government needs to invest significantly 
more in scientific research, commercialization, and innovation, including funding en- 
tities like the PTO and FDA that help support the innovation process. ITIF rejects 
the notion that in a time of fiscal constraint innovation investments should take 


Expenditures for Finland, Sweden, Japan, and South Korea are based on personal cor- 
respondence between the authors and representatives of the respective nations’ innovation-pro- 
motion agencies. Inference for the United States is from the authors’ analysis. 

26 Testimony of Don Hillebrand, Ph.D., Director, Center of National Transportation Research 
at Argonne National Laboratory, to House Appropriations Subcommittee on Energy and Water 
Development, February 14, 2008. 

22 Auto Industry U.K., “Germany invests €420M in lithium-ion battery development,” May 13, 
2008, http:! ! www.autoindustry.co.uk ! news ! 13-05-08 2. 

26 The Netherlands Ministry of Finance, “Doing business in the Netherlands,” http:! / 
www.minfin. nl / english / Subjects / Taxation ! Doing business in the Netherlands ! Innova- 
tion box. 
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their share of cuts, just like all other budget items. The reality is that investments 
in innovation are not like all other areas of the budget, most of which produce no 
or little additional economic activity and tax revenues. If structured properly Fed- 
eral investments in innovation (either through direct spending or tax incentives), 
can more than pay for themselves, not only in terms of jobs and economic growth, 
but also tcix revenues. 

However, given the current political climate that favors cutting the deficit over 
investing in America’s future, I will focus my recommendations on activities that 
will have limited budgetary impact. If policies are crafted carefully, achieving great- 
er levels of innovation and commercialization of R&D while recognizing budget limi- 
tations need not be mutually exclusive. Even in a time of budget constraints there 
are many pro-innovation policies Congress can pursue that will add little to the Fed- 
eral deficit (under its current static and short-term budgetary scoring system). 

With this in mind, I offer the following set of innovation-enhancing policy pro- 
posals, each designed to be of low or no cost to the Treasury, but whose impact on 
enhancing U.S. innovation and competitiveness could be significant. These are orga- 
nized into two areas: (1) changes in the structure of the Federal Government to bet- 
ter support innovation and (2) enacting policies to spur university-industry partner- 
ships and technology commercialization. 

Before going into detail on these, let me make it clear that we believe that there 
are a wide range of policies that can spur innovation and should be the focus on 
national innovation policy. Three in particular are worth mentioning here. First, 
high-skill immigration reform to make it easier for the U.S. to attract and retain 
the best and the brightest from around the world is a key step Confess could take. 
As we recently noted, the old arguments that these highly-skilled immigrants take 
jobs away from Americans or lower their wages are simply not true.^® Second, Con- 
gress and the Administration need to do more to fight foreign “high-tech” mer- 
cantilism. As ITIF has shown, many nations are using an array of unfair trade prac- 
tices, including standards; government procurement; anti-trust; intellectual property 
theft, including product counterfeiting; and other policies to systematically dis- 
advantage U.S. technology companies in the global marketplace. U.S. trade policy 
needs to more aggressively go after these violations of the spirit and often the letter 
of the WTO.^° Third, we need to expand our tax incentives for R&D. ITIF recently 
calculated that expanding the Alternative Simplified Credit from 14 percent to 20 
percent would after several years created 162,000 jobs and actually lead to a net 
increase in Federal teix revenues of $9 billion annually. 

I. Restructure the Federal Government to Better Support Innovation 

The Federal Government plays a key role in innovation. To be most effective. Fed- 
eral policy should be aligned wherever possible to proactively support innovation. 
President Obama took an important step in this direction with the creation of the 
position of a Chief Technology Officer in the White House. But more needs to be 
done. ITIF suggests three key changes: 

1. Create a National Innovation and Competitiveness Strategy Modeled on the Na- 
tional Broadband Strategy. The United States needs to create millions of new good- 
paying jobs over the next decade. If the United States wants to do this and be suc- 
cessful in the global economy, it is critical that the Federal Government develop a 
serious, in-depth, and analytically-based national competitiveness strategy. As noted 
above, we are one of the few nations without one. The last time the United States 
did anything similar was President Carter’s Domestic Policy Review on Industrial 
Innovation in 1978 and President Reagan’s 1984 Commission on Industrial Competi- 
tiveness. These efforts were extremely important in setting the stage for a number 
of important Congressional initiatives, including the R&D tax credit, the Bayh-Dole 
Act, the National Cooperative R&D Act, the Stevenson-Wydler Technology Innova- 
tion Act, and the Omnibus Trade and Competitiveness Act. 

The American Recovery and Reinvestment Act charged the FCC with the develop- 
ment of a national broadband plan. The next America COMPETES Act should 
charge the Administration with the development of a national competitiveness strat- 
egy. Adequate funding should be provided to bring in an outside director with deep 


29 New academic research has found that HI— B visa workers do not take jobs away from 
American workers, nor do they reduce their wages. Cited in Robert D. Atkinson, “H-IB Visa 
Workers: Lower-Wage Substitute, or Higher-Wage Complement, (Washington, D.C.: ITIF, June, 
2010), http:! ! wwiv.itif.org ! publications ! h-lb-visa-workers-lowerwage-substitute-or-higher-wage- 
complement. 

90 Julie Hedlund and Robert Atkinson, “The Rise of the New Mercantilists: Unfair Trade Prac- 
tices in the Innovation Economy, (Washington, D.C.: ITIF, June 2007), http: I lwww.itif.org! 
issues / 15?page=2. 
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technical and policy knowledge and hire individuals with technical and business ex- 
perience. 

A national innovation strategy would provide an opportunity to engage in a com- 
prehensive analysis of the key factors contributing to future U.S. competitiveness. 
Legislation could require that the strategy focus on a number of broad issues, going 
more in depth on each. These should include assessing: (1) current U.S. competitive- 
ness, including at the major industry level; (2) current business climate for competi- 
tiveness (including tax and regulatory); (3) trade and trade policy issues; (4) edu- 
cation and training; (5) science and technology policy; (6) regional issues in competi- 
tiveness (including the role of state and local government and impacts on rural, 
urban and other regions); (7) measurement and data issues; and (8) proper organiza- 
tion of government to support a comprehensive innovation and competitiveness 
agenda. 

2. Form an Office of Innovation Review in 0MB (i.e., an Office of Information and 
Regulatory Affairs for Innovation). The relative absence of innovation from the agen- 
da of many relevant Federal agencies — as well as interagency processes such as the 
centralized cost-benefit review performed by the Office of Information and Regu- 
latory Affairs (OIRA) within the Office of Management and Budget (0MB) — mani- 
fests the confluence of two regulatory challenges: first, the tendency of political ac- 
tors to focus on short-term goals and consequences; and second, political actors’ re- 
luctance to threaten powerful incumbent actors. Courts, meanwhile, lack sufficient 
expertise and the ability to conduct the type of forward-looking policy planning that 
should be a hallmark of innovation policy. 

To remedy these problems, we recommend that Congress create a White House 
Office of Innovation Review that would have the specific mission of being the “inno- 
vation champion” within these processes. OIR would be an entity that would be 
independent of existing Federal agencies and that would have more than mere hor- 
tatory influence. It would have some authority to push agencies to act in a manner 
that either affirmatively promoted innovation or achieved a particular regulatory ob- 
jective in a manner least damaging to innovation. OIR would operate efficiently by 
drawing upon, and feeding into, existing interagency processes within OIRA and 
other relevant White House offices ie.g., the Office of Science and Technology Pol- 
icy). It is important to note that OIR would not be designed to thwart Federal ref- 
lation; as a matter of fact, in some cases, the existence of OIR might lead to in- 
creased Federal regulation (e.g., more Environmental Protection Agency regulations 
might pass muster under cost-benefit analysis if innovation-related effects were cal- 
culated). 

Some might question the significance of this proposal. Isn’t creating OIR a fairly 
small change to the system? Certainly adding OiR to the existing mix is a smaller 
change than jettisoning the existing substantive agencies in favor of a new agency 
with authority to regulate, and promote, innovation across all government agencies. 
But implementing this proposal will significantly change the regulatory environ- 
ment. First, an entity focused on innovation would add an important new voice to 
the regulatory conversation. There would now be an entity speaking clearly and 
forthrightly on the centrality of innovation. Second, and more important, OIR would 
not merely have a voice: it would be able to remand agency actions that harm inno- 
vation. It would also have as part of its mission proposing regulation that benefits 
innovation. This is no small matter. Indeed, it would change the regulatory playing 
field overnight. 

3. Establish a National Innovation Foundation. If Congress wanted to more effec- 
tively organize Federal innovation implementation efforts, it could establish a Na- 
tional Innovation Foundation (NIF) — a new, nimble, lean, and collaborative entity 
devoted to supporting firms and other organizations in their innovative activities. 

A National Innovation Foundation would: 

• Catalyze industry-university research partnerships through national sector re- 
search grants. 

• Expand regional innovation-promotion through state-level grants to fund activi- 
ties like technology commercialization and entrepreneurial support. 

• Encourage technology adoption by assisting small and mid-sized firms in taking 
on existing processes and organizational forms that they do not currently use. 

• Support regional industry clusters with grants for cluster development. 


Robert Atkinson and Howard Wial, “Boosting Productivity, Innovation, and Growth 
Through a National Innovation Foundation,” (Washington, D.C.: Information Technology and In- 
novation Foundation and The Brookings Institution, April 2008), www.itif.orgl publications! 
boosting-productivity-innovation-and-growth-through-national-innovation-foundation. 
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• Emphasize performance and accountability by measuring and researching inno- 
vation, productivity, and the value-added to firms from NIF assistance. 

• Champion innovation to promote innovation policy within the Federal Govern- 
ment and serve as an expert resource on innovation to other agencies. 

By doing these things, NIF would address quite robustly each of the major flaws 
that weaken Federal innovation policy. Creating NIF could be done in a budget neu- 
tral way by consolidating existing programs (with around $350 million in annual 
support). Because of its strong leveraging requirements from the private sector and 
state governments, NIF would lead to an expansion of overall national efforts de- 
voted to innovation. 

II. Spur University Industry Partnerships and Commercialization 

As companies have reduced their relative investment in basic and applied re- 
search, universities and Federal laboratories have become more important to the 
U.S. innovation system. As Fred Bloch and Matthew Keller documented in a recent 
ITIF report, 'Where Do Innovations Come From? Transformations in the U.S. Na- 
tional Innovation System, 1970-2006, in 2006 76 of the 88 companies that produced 
award-winning innovations were beneficiaries of Federal funding. Today, the pri- 
vate sector increasingly relies upon partners in universities and Federal laboratories 
when developing innovations. Indeed, universities are becoming more important 
players in the innovation process. 

However, the current Federal system for funding research pays too little attention 
to the commercialization of technology, and is still based on the linear model of re- 
search that assumes that basic research gets easily translated into commercial ac- 
tivity. In fact, the process is ripe with barriers, including institutional inertia, co- 
ordination and communication challenges, and lack of funding for proof of concept 
research and other “Valley of Death” activities. 

Not surprisingly, many universities and Federal labs underperform when it comes 
to working with industry and commercializing technologies. The major reason for 
this is that few universities and Federal labs see commercialization and industry 
partnerships as a central part of their mission. In this context, the Federal Govern- 
ment can and should take a number of steps to support and incent universities and 
labs to more effectively commercialize technology. They can do this in a variety of 
ways. 

4. Focus Increases in Science Agency Budgets on Programs That Focus on Com- 
mercialization. The National Science Foundation is fundamentally an agency which 
focuses on supporting university-based science, not on the transfer of these results 
to the marketplace. And this is reflected in part in the minimal levels of funding 
for NSF programs that seek to create partnerships with industry, such as the Engi- 
neering Research Center Program and other related programs. These partnership 
programs receive less than 2 percent of the overall NSF budget.^® Unless Congress 
specifically charges the NSF with focusing more on commercialization and signifi- 
cantly increases funds for the programs that have that as their mission, the NSF 
will continue to give these programs short shrift. 

As such, we recommend that Congress not just simply expand science agency 
funding across the board within NSF, NIST, and DOE Office of Science (as is con- 
templated in the reauthorization of the COMPETES Act), but that Congress target 
a significant share of increased funding to the programs more focused on commer- 
cialization activities. In particular, COMPETES reauthorization should look to in- 
crease by a factor of four (over a period of 3 years) funding for NSF’s Engineering 
Research Center program, the Industry/University Cooperative Research Centers (1/ 
UCRC), Partnerships for Innovation, Grant Opportunities for Academic Liaison with 
Industry, and Advanced Technical Education (ATE) Program. These programs not 
only effectively leverage non-Federal dollars (for example, lAJCRCs leverage 10 to 
15 times the NSF investment), they effectively link universities and colleges to in- 
dustry. 

Some will object to such targeting, arguing that the funds should go to “basic” 
university research. But there is no reason why some share of university research 
cannot be oriented toward problems and technical areas that are more likely to have 
economic or social payoffs to the Nation. Science analyst Donald Stokes has de- 
scribed three kinds of research: purely basic research (work inspired by the quest 
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for understanding, not by potential use), purely applied (work motivated only by po- 
tential use), and strategic research (research that is inspired both by potential use 
and fundamental understandingl.^"* One way to improve the link between economic 
goals and scientific research is to fund more strategic research in partnership with 
industry and universities. 

5. Tie Federal Researeh Awards to University Commereialization Results. Cur- 
rently, NSF awards grants to universities solely on technical merit, not on whether 
the university is effective on transferring the results of that research into society 
and the economy. ITIF recommends that America COMPETES legislation include 
incentives for accountability. The legislation contemplates more dollars and more 
grants for private investigator scientific research; but we need greater accountability 
for results — a challenge we’ve had for more than 20 years. Many countries are ex- 
perimenting with measures that would bring greater accountability to show results 
from government-funded scientific research. Eor example, in Sweden, 10 percent of 
regular research funds allocated by the national government to universities are dis- 
tributed using performance indicators. Eive percent of these funds are allocated 
based on the amount of external funding the institutions have been able to attract, 
with the other 5 percent based on the quality of scientific articles published by each 
institution (as determined through bibliometric measures such as the number of ci- 
tations).^® Finland has also started to base its university budgets on performance — 
25 percent of Finnish universities’ research and research training budgets are based 
on “quality and efficacy” including the quality of scientific and international publica- 
tions and the universities’ ability to attract research investment from industry.®® 

One way to begin this process would be for Congress to charge NSF with using 
the criteria of the share of the university’s research budget that is provided by in- 
dustry when it makes awards to institutions (as opposed to individual scientists). 
Programs using this criteria might include the NSF Major Research Equipment and 
Facilities Construction Funding program, the Major Research Instrumentation pro- 
gram, and the Technology and Tools Funding program. If universities understand 
that their likelihood of receiving NSF grants is increased if they work more closely 
with industry, they will likely do so. 

6. Create an SCNR (Spurring Commercialization of Our Nation’s Research) Pro- 
gram to Support University, State, and Federal Laboratory Technology Commer- 
cialization Initiatives. In addition to using Federal research funding as an incentive 
for universities to work more with industry, ITIF believes that the Federal Govern- 
ment should also provide funding to directly support commercialization activities. 
However, in an era of fiscal constraint adequate new funding may be difficult to ob- 
tain. As a result. Congress should consider establishing an automatic set-aside pro- 
gram taking a modest percentage of Federal research budgets and allocating them 
to a technology commercialization fund. Currently the SBIR program allocates 2.5 
percent of agency research budgets to small business research projects; the STTR 
program allocates 0.3 percent to universities or nonprofit research institutions that 
work in partnership with small businesses. If Congress allocated 0.15 percent of 
agency research budgets it would raise around $110 million per year to fund univer- 
sity, Federal laboratory, and state government technology commercialization and in- 
novation efforts. (The 0.15 percent share could either be added on top of the existing 
2.8 percent allocation currently going to SBIR and STTR, or it could be taken from 
the SBIR share.) 

This program would be different than the STTR program which funds small busi- 
nesses working with universities.®'^ We would recommend that half the funds would 
go to universities and Federal laboratories that could use the funds to create a vari- 
ety of different initiatives, including mentoring programs for researcher entre- 
preneurs, student entrepreneurship clubs and entrepreneurship curriculum, indus- 
try outreach programs, seed grants for researchers to develop commercialization 
plans, etc. The other half of funds would go to match state technology-based eco- 
nomic development (TBED) programs. Since the 1980s, when the United States first 
began to face global competitiveness challenges, all 50 states have established 
TBED programs. Republican and Democratic Governors and legislators support 
these programs because they recognize that businesses will not always create 
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enough high-productivity jobs in their states without government support. State and 
local governments now invest about $1.9 billion per year in TBED activities, a frac- 
tion of what they spend on industrial recruitment to convince firms to move from 
one state to another. States are a key partner in the U.S. innovation system, and 
the Federal Government needs to better support their technology commercialization 
efforts. 

7. Expand the Scope of the Collaborative R&D Tax Credit. Increasingly, firms are 
collaborating with other firms or institutions in order to lower the cost of research 
and increase its effectiveness by meiximizing idea flow and creativity. Indeed, a 
growing share of research is now conducted not only on the basis of strategic alli- 
ances and partnerships but also through ongoing networks of learning and innova- 
tion. Moreover, participation in research consortia has a positive impact on firms’ 
own R&D expenditures and research productivity.^® And OECD analysis shows that 
firms that collaborate on innovation spend more on innovation than those that do 
not, an indication that collaboration is more a means to extend the scope of a project 
or complement firms’ competencies than simply a means to save on costs.®® 

Yet, most collaborative research, whether in partnership with a university, na- 
tional laboratory, or industry consortium, is more basic and exploratory than re- 
search typically conducted by a single company. Moreover, the research results are 
usually shared, often through scientific publications. As a result, firms are less able 
to capture the benefits of collaborative research, leading them to under-invest in 
such research relative to socially optimal levels."^® This risk of underinvestment is 
particularly true as the economy has become more competitive, and a reflection of 
this is the fact that for the first time since the data were collected in 1953, the per- 
centage of U.S. academic R&D supported by industry declined over a 6-year period, 
from 2000 to 2006 (before experiencing a modest increase in 2007).4i This may stem 
from the fact that university contracts are often undertaken as discretionary activi- 
ties and are the first to be cut when revenues are down.'^^ 

ITIF urges Congress to provide a more generous incentive for collaborative re- 
search. As part of the Energy Policy Act of 2005, Congress created an energy re- 
search credit that allowed companies to claim a credit equal to 20 percent of the 
payments to qualified research consortia (consisting of five or more firms, univer- 
sities, and Federal laboratories) for energy research. To spur more collaborative re- 
search, Congress could allow firms to take a flat credit of 20 percent for all collabo- 
rative research conducted at universities. Federal laboratories, and research con- 
sortia, not just that related to energy. 

Conclusion 

For over half a century, the United States led the world in innovation on a per- 
GDP and per-capita basis. This leadership role not only enabled America to be the 
leading military power, it enabled us to be the leading economic power, with the 
resultant economic and social benefits that came with that. But now more than 
ever, the American standard of living depends on innovation. To be sure, companies 
are the engines of innovation and the United States has an outstanding market en- 
vironment to fuel those engines. Yet firms and markets do not operate in a vacuum. 
By themselves they do not produce the level of innovation and productivity that a 
perfectly functioning market would. Even indirect public support of innovation in 
the form of basic research funding, R&D tax credits, and a strong patenting system, 
important as they are, are not enough to remedy the market failures from which 
the American innovation process suffers. 

At a time when America’s historic lead in innovation has evaporated and its rel- 
ative innovation competitiveness continues to shrink, when more and more high-pro- 
ductivity industries are in play globally, and when other nations are using explicit 
public policies to foster innovation, the United States cannot afford to remain com- 
placent. Relying solely on firms acting on their own will increasingly cause the 
United States to lose out in the global competition for high-value added technology 
and knowledge-intensive production. Congress has an opportunity to take steps now 
to stop and reverse this slide. 
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Senator Klobuchar. Those were great ideas. Thank you, Dr. At- 
kinson. 

Mr. Uhl. 

STATEMENT OF STEPHEN J. UBL, PRESIDENT AND CEO, 
ADVANCED MEDICAL TECHNOLOGY ASSOCIATION 

Mr. Ubl. Thank you, Madam Chair, Ranking Member LeMieux, 
Senator Begich, for the opportunity to testify today. 

Senator Klohuchar failed to mention I’m also from Minnesota, 
which is 

Senator Klobuchar. Well, I was trying to hide it, because 

Mr. Ubl. Yes. 

Senator Klobuchar. — it meant we had two 

Mr. Ubl. Two proxies 

Senator Klobuchar. — Minnesotans on the panel. And so, I 
was 

Mr. Ubl. All right. 

Senator Klobuchar. — trying to — I was deep-sixing it. No, it’s 
fine; I’m kidding. 

Mr. Ubl. We appreciate your strong leadership and support of 
our industry, and look forward to continuing to work with you. 

This hearing is particularly timely. The Financial Times re- 
ported, this weekend, that, after 110 years of world manufacturing 
leadership, the United States is about to lose first place to China. 
While manufacturing, generally, is faltering, the U.S. medical tech- 
nology industry still leads, but our continued leadership cannot be 
taken for granted. 

I’d like to make three points today, which are discussed in great- 
er detail in my written testimony. 

First, the medical technology industry is an American success 
story, both for patients and for our economy. And the potential for 
this industry, going forward, is enormous. For patients, medical 
progress has been remarkable. Between the period of 1980 and 
2000, life expectancy has increased by more than 3 years. Deaths 
from heart disease have been cut in half. Stroke has been reduced 
by 30 percent, and breast cancer reduced by 20 percent. 

For the economy, we are a true high point in the landscape of 
American manufacturing. We create high-paying jobs; 38 percent 
higher pay, on average, than jobs in the economy as a whole. As 
you mentioned, employment in our industry is growing, up 20 per- 
cent between 2005 and 2007. And we are one of the few manufac- 
turing sectors that has consistently been a net exporter. And the 
future opportunities are enormous. Advances in the understanding 
of human biology open the door for dramatic progress in new treat- 
ments and cures. 

The aging of the world population will create steadily increasing 
demand for medical progress, and the projected large growth of 
middle-class populations demanding modern healthcare in coun- 
tries like China and India offer incredible opportunities for growth 
and export expansion. 

Second, while America is the world leader in medical technology 
today, this leadership is by no means assured, and the trends are 
not positive. Since 1998, the surplus of exports over imports has 
been cut in half. Our member companies are increasingly intro- 
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ducing breakthrough products abroad before they’re available to 
patients here at home. The proportion of clinical research trials 
conducted abroad has also grown dramatically. 

Both FDA approval and Europe’s CE Mark provide a gateway to 
developing markets, such as China and India. Our concern is that, 
over time, a more efficient European regulatory system could make 
it more attractive to locate R&D and manufacturing outside of the 
U.S. Venture capital investment in medical technology, as has been 
referenced is increasing faster in Europe today than it is in Amer- 
ica. 

At the same time these negative trends are occurring, foreign 
governments are putting in place aggressive policies to support 
their domestic industries and lure foreign investments, including 
favorable tax treatment, direct subsidies, failure to enforce IP pro- 
tection for American firms, and manipulation of regulatory and 
payment policies to favor domestic research and production. 

Finally, my third point is that we need to recognize that govern- 
ment policies have a tremendous impact on whether or not the 
United States retains its leadership in medical technology. These 
include regulatory, reimbursement, tax, trade, research and inno- 
vation policy. All are key factors in determining the future success 
of our industry. 

I would especially like to highlight the central role of the FDA 
regulatory policies. FDA policies must protect the public health, 
but they must also encourage the medical innovation that is critical 
to patients and American industry. 

One policy issue deserves special mention: FDA’s reexamination 
and potential reform of the 510(k) process. This process fosters 
rapid incremental innovation for products with a low to moderate 
level of risk. It has an excellent track record in protecting public 
health. It would be a serious mistake, in our view, to make radical 
changes in the process that would undermine these strengths. Re- 
form should be targeted on product types where there are docu- 
mented problems, and should be reasonable and clearly designed to 
fix these problems within the structure of the 510(k) process. 

At the same time, there are changes that could be made that 
would be clear improvements. FDA needs to provide greater clarity 
and transparency in evidence requirements through more guidance 
documents. This will help both manufacturers and reviewers, and 
will increase public confidence in FDA decisionmaking. 

FDA also needs to work internally on increasing the consistency 
of decisionmaking and training of its reviewers. I know that the 
new team at FDA is committed to making the process work better, 
and I am hopeful that they will listen to, and respond to, industry 
concerns. 

Madam Chair and all members of the Committee, thank you 
again for the opportunity to testify this afternoon. For America to 
lead in the 21st century, we must recognize that success will not 
just happen; it requires the creation of a positive “innovation eco- 
system” that will capitalize on our industry’s strengths and create 
a level playing field with foreign competitors. We believe the oppor- 
tunity is great. The time to act is now. 

And thank you very much for your time and attention. 

[The prepared statement of Mr. Ubl follows:] 
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Prepared Statement of Steven J. Ubl, President and CEO, 

Advanced Medical Technology Association 

Thank you, Chairwoman Klobuchar, for the opportunity to testify on this impor- 
tant topic. My name is Steve Ubl, and I am the President and CEO of the Advanced 
Medical Technology Association (AdvaMed). AdvaMed is the world’s leading trade 
association representing manufacturers of medical devices and diagnostics. 
AdvaMed member companies produce the medical devices, diagnostic products and 
health information systems that are transforming health care through earlier dis- 
ease detection, less invasive procedures and more effective treatments. AdvaMed 
members range from the largest to the smallest medical technology innovators and 
companies. 

We are very appreciative of this subcommittee’s interest in the issue of the com- 
petitiveness of the life sciences industries. While today the U.S. is the recognized 
world leader in medical technology and the other life sciences industries, its contin- 
ued leadership is by no means assured. A number of factors, including policies of 
foreign governments designed to support medical technology, threaten to undermine 
U.S. leadership and competitiveness. If America fails to lead in medical technology 
in this century of the life sciences, America’s long-term future as the world’s most 
powerful economy will be jeopardized. 

Several characteristics of our industry are especially relevant as policies are con- 
sidered to support the continued preeminence of the American medical technology 
industry. It is important to recognize that small firms are a key part of our indus- 
try. A 2007 study by the U.S. International Trade Commission (USITC) found a 
total of 7,000 medical technology firms in the U.S.^ The U.S. Department of Com- 
merce estimated that 62 percent of these firms had fewer than 20 employees and 
only 2 percent had more than 600.^ Even large companies in the medical technology 
space tend to be smaller than large companies in many other sectors. There are only 
four pure device and diagnostic companies in the Fortune 500 and none in the For- 
tune 100. 

Small, venture capital funded firms are particularly critical to the future of U.S. 
scientific and technology leadership, because they are the source of most of the 
breakthrough technologies that drive medical practice and industry growth. The Na- 
tional Venture Capital Association has developed an impressive list of breakthrough 
medical devices and diagnostics that were initially developed by venture capital 
funded start-ups, ranging from Doppler ultrasound to implantable defibrillators to 
pulse oximeters.^ 

Whether created by large or small firms, medical technologies are characterized 
by a very rapid innovation cycle. The typical medical device is replaced by an im- 
proved version every 18-24 months. 

High levels of research and development (R&D) expenditures are necessary to 
continue this virtuous cycle of innovation and maintain U.S. competitiveness. As re- 
ported by the USITC, research and development is one of the main reasons for the 
US’s competitive advantage. U.S. medical technology firms spent over twice the U.S. 
average on R&D. The USITC found that high technology medical device companies 
devote upwards of 20 percent of revenue on R&D.'^ The European Commission re- 
ported that U.S. medical technolo^ firms’ R&D expenditures as a percentage of 
sales were, on average, roughly twice as high as such expenditures in the EU and 
Japan as of 2005.® There are indications, however, that this differential is eroding. 

The device industry is highly competitive, and this helps moderate U.S. 
healthcare costs. A study of medical device prices from 1989 to 2006 found that they 
increased, on average, only one-quarter as fast as the MCPI and one-half as fast 
as the regular CPI. Because the highly competitive market kept prices low, medical 
devices and diagnostics accounted for a relatively constant 6 percent of national 
health expenditures throughout the eighteen year period despite a flood of new 
products that profoundly changed medical practice.® 


1 United States International Trade Commission, “Medical Devices and Equipment: Competi- 
tive Conditions Affecting U.S. Trade in Japan and Other Principal Foreign Markets,” March, 
2007. 

2 U.S. Department of Commerce, unpublished data, 2002. 

^Michaela Platzer, Patient Capital: How Venture Capital Investment Drives Revolutionary 
Medical Innovation, 2007. 

'^USITC, “Medical Devices and Equipment: Competitive Conditions Affecting U.S. Trade in 
Japan and Other Principal Foreign Markets,” March, 2007. 

^Ibid. 

®Donahoe, Gerald and King, Guy. “Estimates of Medical Device Spending in the U.S.” May, 
2009. Available from: http:/ jwww.advamed.org I NR Irdonlyres 1 6ADAAA5B-BA37-469E-817B- 
3D61DEC4E7C8 1 0 / King2009FINALREPORT52909.pdf . 
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A key feature distinguishing medical technology from many other manufacturing 
sectors is the extraordinary impact of Federal policies. All medical technology prod- 
ucts sold domestically are regulated by the Food and Drug Administration (FDA). 
Most must receive clearance or approval before they can be marketed and all are 
subject to quality systems and good manufacturing practices regulations. Further, 
products are monitored for adverse events once marketed to the public and are sub- 
ject to recall authority. Accordingly, FDA policies are critical to the health and 
growth of the industry. 

Beneficiaries of government programs are important consumers of medical tech- 
nology. In 2008, Medicare and Medicaid together paid for medical care that ac- 
counted for 48 percent of total domestic sales of medical technology products. Pa- 
tients in the VA and DOD care systems are also major users of medical technology. 
Meeting the coverage rules of these programs is critical for medical technology com- 
panies, given the size of this market, and their reimbursement policies ultimately 
affect a major share of company revenues. In addition. Medicare coverage decisions 
and payment methodologies often spillover to the private insurance market, expand- 
ing the impact of government decisions significantly beyond the boundaries of the 
government programs. 

The manufacture of medical technology is an American success story. Our indus- 
try employs more than 400,000 workers, and, if indirect employment is included, the 
employment impact is substantially higher.^ Industry pay levels are 38 percent 
higher than average pay for all U.S. employment and 22 percent higher than other 
manufacturing emplojmient.® While the number of manufacturing jobs was plum- 
meting across the larger economy, even before the current recession, employment 
in our industry was expanding. Between 2005 and 2007, medical technology employ- 
ment grew 20.4 percent, adding 73,000 jobs.® During the recession, between 2007 
and 2008, MedTech employment dropped 1.1 percent, compared to 4.4 percent for 
manufacturing as a whole. i® 

With $33 billion in total exports in 2008, medical technology ranks eleventh 
among all manufacturing industries in gross exports. Notably, unlike virtually 
every other sector of U.S. manufacturing, medical technology has consistently en- 
joyed a favorable balance of trade. With the aging of both U.S. and foreign popu- 
lations, the projected explosive growth of large middle class populations demanding 
modern health care in developing countries like China and India, and the accel- 
erating pace of biomedical discovery, the potential for growth of our industry is 
great. 

The contribution of the life sciences to our economy goes beyond conventional 
measures of employment, wages, and exports. By improving the health of the popu- 
lation, progress in the life sciences is an engine driving productivity and labor force 
participation, both significant contributors to economic growth and GDP. Between 
1980 and 2000, medical progress added more than 3 years to life expectancy. The 
death rate from heart disease was cut in half; the death rate from stroke was cut 
by one-third, and the death rate from breast cancer was cut 20 percent.i^ 

The Milken Institute has compared two alternative futures regarding the growth 
in chronic disease. Under one path, the current trends in growth in the incidence 
of chronic disease continue unchecked. Under the other path, the growth is reduced 
significantly by a combination of better prevention, better management, and contin- 
ued technological progress in treatment. The difference between the current trend 
path and the more favorable path was estimated to be $1.1 trillion in GDP annually 
by 2023.1^ Similarly, the United BioSource Corporation examined the literature on 
the economic burden of lost productivity due to eleven chronic and two acute condi- 
tions. They concluded that the total drain on the Nation’s GDP in 2008 from lost 


"^The Lewin Group, “State Economic Impact of the Medical Technology Industry,” June 7, 
2010 . 

oibid. 

BIbid. 

^°Ibid. 

The Manufacturing Institute, “The Facts about Modern Manufacturing,” 2009, p. 18; ITC 
data web. 

i^MEDTAP International, Inc.. The Value of Investment in Health Care: Better care, better 
lives, 2004, Bethesda, MD: MEDTAP. 

13 Ross DeVol and Armen Bedroussian, with Anita Charuworn, Anusuya Chatteijee, In Kyu 
Rim, Soojung Kim and Kevin Klowden. An Unhealthy America: The Economic Burden of Chronic 
Disease, the Milken Institute, October, 2007. 
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productivity and labor force participation due to these conditions was as much as 
$1.4 trillion annually in 2008. 

While the medical technology industry is a genuine American success story, our 
world leadership is not guaranteed to continue. Without sound public policy, it is 
increasingly likely that the U.S. will fall behind not only in medical devices and 
diagnostics but in other industries based on the life sciences. 

To quote Dr. Laurence Summers, Chairman of the National Economic Council, 
“The 20th century was an American century in no small part because of American 
leadership in the application of the physical sciences. While the foundational ideas 
of relativity and quantum mechanics were developed in Europe, the practical appli- 
cation of these ideas occurred in the US. If the 20th century was defined by develop- 
ments in the physical sciences, the 21st century will be defined by developments in 
the life sciences. It is natural to ask whether the U.S. will lead in the life sciences 
in this century as it did in the physical sciences in the last. It is a profoundly impor- 
tant economic question, but one whose implications go far beyond to embrace issues 
of national security and moral leadership.” 

There are a number of indicators that show that the gap between America and 
foreign competitors in the medical technology industry is narrowing. While the U.S. 
has maintained a favorable balance of trade, the surplus of exports over imports has 
been narrowing both in absolute terms and relative to the size of the export-import 
sector. In 1998, imports and exports together totaled $24.6 billion and the trade sur- 
plus was $6.6 billion — more than one-quarter of total trade. By 2009, total trade had 
almost tripled — to $63.5 billion, but the trade surplus had shrunk by more than 
half — to $3 billion, and the surplus was only 4.7 percent of total trade. 

A troubling trend is the rapid movement of clinical research abroad. In 2004, 78.7 
percent of all clinical trials listed in ClinicalTrials.gov were carried out in the U.S. 
By 2009, that proportion had sunk to 45 percent. IJ.S. clinical trials that were spe- 
cifically for medical technology products started even higher and finished even 
lower, dropping from 86.9 percent of the worldwide total to 44.8 percent during this 
period. The cumulative annual growth rate of U.S. clinical trials 2004-2009 was 
lower that of Brazil, China, France, Germany, India, the U.K., Israel, and Japan.i® 

Given the importance of startup firms in creating breakthrough technologies and 
fueling the growth of the industry, America’s strong network of venture capital 
firms with an interest in investing in the life science has been a key strength. Here, 
too, although the U.S. maintains a strong lead in absolute terms, the lead is shrink- 
ing relatively. Comparing 2000 and 2009, venture capital investment in medical 
technology grew almost 60 percent in Europe and Israel and less than 40 percent 
in the U.S." 

Not only is venture capital growth in the U.S. slower than abroad, we are increas- 
ingly hearing that growing regulatory and payment uncertainties in the U.S. are 
causing VC firms to rethink whether they want to invest in the sector. Moreover, 
as they see longer time — and thus greater cost — in getting products to market as 
the result of these uncertainties, they are planning to invest the same amount of 
dollars in fewer companies and shifting investments more to companies that are fur- 
ther along in the development process. If these trends prove durable, they would 
be very troubling for the future of medical innovation and for the industry. More- 
over, there are far more start-ups seeking VC funds than there are funds available, 
suggesting that significant innovation opportunities are being lost. 

Another troubling trend is that many AdvaMed members are increasingly looking 
to Europe to launch their products, given the longer regulatory process in the US. 
As the USITC reported “*an efficient regulatory approval system is an important 
factor favoring the medical device industry in the EU.”^® This observation applies 
not just to medical technology designed to be used in the EU but increasingly to 
third countries as well. For example, China now requires approval in the country 


United BioSource Corporation, The Economic Burden of Chronic and Acute Conditions in 
the U.S., 2009. Available at http:l/wiviv.advamed.orglNR/rdonlyresl92EABCBA-4A06-4712- 
BFFO- 1EE90C 119876 /0IA28690BurdenofDiseaseRenort Final 81409 CLEAN Revl.pdf. 

1® Lawrence Summers, “America Must Not Surrender Its Lead in Life Sciences,” Financial 
Times, January 28, 2007. 

Clinicaltrials.gov. PwC analysis. 

" Data from Ernst & Young. 

1® Ernst and Young, Pulse of the Industry: Medical Technology Report 2009; Batelle Tech- 
nology Partnership Practice, ‘‘Gone Tomorrow? A Call to Promote Medical Innovation, Create 
Jobs, and Find Cures in America,” report prepared for the Council for American Medical Innova- 
tion, June 10, 2010. 

1® United States International Trade Commission, “Medical Devices and Equipment: Competi- 
tive Conditions Affecting U.S. Trade in Japan and Other Principal Foreign Markets,” March, 
2007. 
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of origin. So, to the extent the EU process is more efficient, medical technology ap- 
proved in Europe has an edge over the U.S. in China. Likewise, many other coun- 
tries in Asia and Latin America use approval in the EU or U.S. as the basis for 
market access to their market, favoring the more efficient EU system. Australia is 
another case in point, as its regulatory system is based on the European system, 
thereby expediting approvals. 

The fact that products are launched first abroad has several negative con- 
sequences. From a human point of view, it means that American patients may be 
denied timely access to the newest and best treatments. From a commercial point 
of view, as more and more products are launched first abroad, there is a real danger 
that R and D establishments will follow, so that product development will be close 
to the first users of the product. 

Foreign countries are working to undercut America’s leadership in a number of 
ways that transcend the regulatory system. Many European countries offer a wide 
range of incentives to attract job-creating industries. For example, France dedicates 
funding equal to 2.2 percent of its GDP to programs designed to foster innovation 
and R&D — such as research tax credits, incentives for start-ups, Federal subsidies, 
as well as an additional $50 billion grant program about 10 percent of which is spe- 
cifically dedicated to health and biotech research. Germany has committed about 
$1.5 billion to life science research, as well as special cash payments — some covering 
as much as 50 percent of costs — and grants to attract investment. The U.K. offers 
a variety of R&D teix credits, special schemes to support job-creating capital invest- 
ment, and a new Office of Life Sciences specifically designed to involve the highest 
levels of government in cutting red tape, attracting clinical research and expediting 
the use of innovative medical technology. Ireland’s multiple incentives have at- 
tracted over 90 separate medical device companies (including 15 of the world’s top 
medical device firms), according to the USITC. Moreover, the European Commission 
offers its member states additional incentives to help attract job-creating industries 
as part of its “Framework Programmes,” in which healthcare related industries are 
specifically identified. 

Of course, Europe is not our only competitor, and other governments are eyeing 
the medical technology industry to bring jobs to their people. They are adopting poli- 
cies to achieve this. For example, China has implemented an Indigenous Innovation 
policy in its government procurement — which could well include the vast public hos- 
pital sector — that is intended to require purchases of products with “domestic” intel- 
lectual property and to force the transfer of technology to domestic companies. Bra- 
zil’s health minister has publicly proclaimed that he will use Brazil’s product ap- 
proval regulatory agency to favor domestic medical technology firms. India is build- 
ing a series of industrial parks expressing to attract medical technology investment 
and the jobs that foreign companies will bring. 

In the face of the negative trends noted above and the aggressive policies under- 
taken by foreign governments to build domestic industries and attract investment 
from multinationals, what should be the American response? In my view, we need 
a proactive program to assure that the U.S. retains its commanding lead in medical 
technology and all the life sciences. We need a program that will allow America to 
take full advantage of the enormous growth opportunities for medical technology in 
the 21st century. We need a program that will maximize the industry’s contribution 
to the President’s goal of doubling exports within 5 years. 

The comprehensive approach I believe is necessary will include regulatory policy, 
reimbursement policy, trade policy, teix policy, and policies to support research and 
development. AdvaMed will continue to develop policy recommendations for the 
Committee. Today, I can share with the Committee a few ideas for your consider- 
ation. I hope we can work together over the coming months to positively shape the 
direction of U.S. policy and assure America’s continued leadership. 

Regulatory Policy 

The predictability and speed of FDA decision-making, as well as reasonable, risk- 
based standards of evidence to show the safety and effectiveness of medical tech- 
nology products is essential to maintain innovation and the long-term success of the 
medical device industry. The FDA clears products for marketing by one of two 
routes — the 510(k) process or the Pre-market Approval (PMA) process. The 510(k) 
process clears products based on their similarity to products that are already on the 
market and is not available to the highest risk products. To be cleared under the 
510(k) process, a product must be “substantially equivalent” to a product already 
on the market, and manufacturers must demonstrate that the product is as safe and 
effective as the marketed product. If it has different technological characteristics or 
a different intended use than the product already on the market, the device manu- 
facturer must present data to show that the product does not “raise new questions 
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of safety and effectiveness.” The FDA has broad discretion to require any data that 
it thinks necessary to assure the safety and effectiveness of the device, including 
clinical data. 

The 510(k) process is critical to a vibrant and successful device industry and to 
the process of medical innovation that provides better products for patients to ad- 
dress unmet clinical needs. In a typical year, 3,600 new products will be cleared for 
marketing through the 510(k) process. This compares to 30^0 products annually 
approved through the PMA process. 

The FDA is currently conducting a thorough review of the 510(k) process with a 
view to instituting internal reforms by early September. The lOM has also been 
asked to review the process and will be making recommendations next year as to 
any changes it thinks are necessary. The device industry welcomes this review, be- 
cause we believe the process can be improved and that public confidence in it can 
be increased. In this regard, we have contributed a number of ideas to the FDA and 
are pleased that they are being given careful consideration by the Agency leader- 
ship. 

We also believe, however, that the 510(k) process has an excellent record of pro- 
tecting the public against unsafe or ineffective products while providing a relatively 
speedy path to development and approval of innovative products. It is very impor- 
tant to the future of tbe industry and to continued medical progress that the 510(k) 
not be altered radically in a way that would unnecessarily increase the time and 
cost of developing new products. 

The PMA process is reserved for products that are most innovative and of highest 
risk. PMA products are typically required to provide clinical data and often required 
to conduct a controlled trial of a new product. Development and testing of a PMA 
product is inherently costly, but the time it takes FDA to complete the review of 
a product is troubling. According to FDA data, in 2007 — the most recent data avail- 
able — the average time between a product’s submission and a final decision by the 
FDA was 446 days. The device industry entered into a user fee agreement with FDA 
in 2002 in part to reduce the long time it took to complete a PMA review. Between 
that time and 2007, however, the average time in review actually increased by 2 
months. 

The figures cited above reflect total time between submission of a product to FDA 
and an FDA final decision. This is the most important metric for industry. As part 
of the user fee agreement, however, FDA has committed to achieving review time 
goals based on time on the FDA clock — that is time in which the FDA is actively 
reviewing a product. This time clock stops whenever the FDA asks the company for 
more data or clarifying information and restarts when it is supplied by the com- 
pany. We have relatively current data for time on the FDA clock, and it shows that 
the FDA is not meeting its own review goals. We are pleased that the FDA leader- 
ship has made correcting this problem a priority and hope that the newest data will 
show an improvement. 

Finally, the FDA recently put out draft recommendations to increase transparency 
of its operations. Transparency is clearly a laudable objective. FDA’s recommenda- 
tions are well-intentioned and, in some cases, meritorious. We are very concerned, 
however, that some of the recommendations dealing with release of information on 
products that are in the review process and cannot be legally marketed will under- 
mine intellectual property and discourage investment in breakthrough products 
while providing no significant public health benefits. We hope that the final rec- 
ommendations will address these concerns. 

As I noted earlier, it is not a good omen for the future of the U.S. device indus- 
try — or for American patients — that an increasing proportion of complex products 
appear to be undergoing clinical trials and entering the market abroad before they 
are introduced in the U.S. The FDA leadership understands that promoting medical 
innovation is part of its mission to protect and improve the public health, and I am 
hopeful that FDA will find ways to speed up PMA reviews, maintain an effective 
510(k) process and increase the predictability and consistency of reviews while 
maintaining its exemplary record of protecting patients against unsafe or ineffective 
products. 

Payment Policy/Health Reform 

A reliable expectation of adequate payment for products offering clinical benefit 
is a prerequisite for a healthy medical technology industry and for stimulating in- 
vestment in technological innovation. The new health reform bill makes a number 
of changes in the way health care is paid for under Medicare that will, over time, 
create a profound shift in incentives throughout the health system. These changes 
are generally positive. Most policy analysts agree that the key to reducing growth 
in health costs and improving quality is to shift incentives in tbe health care system 
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toward rewarding value and away from simply paying on the basis of volume and 
cost. 

While these new payment paradigms offer the promise of a more efficient and ef- 
fective health care system, there are also some potential pitfalls that could nega- 
tively affect innovation and medical progress if the new systems are not carefully 
designed to encourage innovation. 

The widespread adoption of an improved treatment or cure generally follows a 
typical path. The treatment is developed by a company or a physician. Following 
FDA approval (in the case of a drug or device) the new treatment is adopted by cut- 
ting-edge physicians and is recognized by insurance companies and other payers. If 
the treatment proves successful in practice, it gradually diffuses until it becomes the 
standard of care. 

Without special protections for innovation, the new changes in health care deliv- 
ery models and the application of quality standards to reimbursement risks freezing 
medical practice in place. New delivery models must ensure patient access to appro- 
priate devices, diagnostics, and other medical technologies and must not penalize 
early adopters of new technology. The current quality standards are generally “proc- 
ess” standards — for example, for a given specific disease state, a certain course of 
action should be followed. For example, patients presenting with a heart attack are 
supposed to be treated with percutaneous coronary intervention (PCI) within 90 
minutes. The new payment modalities embed these quality standards in the level 
of payment physicians and other providers will receive. Without special provisions 
in the reporting and payment system, providers who are early adopters of a new, 
alternative treatment — a new drug or procedure to replace PCI — will be penalized. 

The same concern applies to adoption of new treatments that appear to be more 
expensive than the existing standard of care. Not only does the early adopter face 
a potential penalty on the quality side, but they also could be treated as inefficient 
because they are generating higher costs — even if the new treatment represents a 
significant clinical advance. 

Providers could be penalized even if the new treatment actually lowers costs, if 
the savings appear outside the measurement window. For example, under bundled 
payments — where all providers treating a patient during an episode of care receive 
a single, lump sum payment — costs are measured across the episode of care. A drug- 
eluting stent that reduces costs over the long-term by reducing the need for repeat 
procedures would appear more expensive than a bare metal stent. So would a heart 
valve or a knee replacement that lasts for 20 years instead of 10 years or other 
treatments that have better outcomes over a more extended period than the imme- 
diate episode of care.^° 

These problems can be addressed without undercutting the central goals of pay- 
ment reform. Possible solutions could include: 

• Develop explicit design features to ensure Medicare health care delivery dem- 
onstrations and pilots protect patient access to appropriate devices, diagnostics, 
and other medical technologies and must not penalize early adopters of new 
technology. 

• Improving the existing new technology add-on payment that is part of the cur- 
rent system by which hospitals are reimbursed for treatment of each Medicare 
patient and applying a revised version to the new payment modalities. Under 
the new technology add-on payment provision, hospital reimbursement for pa- 
tients treated with a new technology that offers the promise of a significant im- 
provement in care and is more costly than current treatments is increased to 
partially reflect the increased cost of the new treatment. The increase is time- 
limited. 

• Allowing a grace period during which new treatments that are alternatives to 
existing quality standards are pulled out of both the numerator and denomi- 
nator in judging providers’ performance. 

• Applying a modified version of the outlier policy in the current hospital pay- 
ment system to the new payment modalities, so that providers are not penalized 
for providing appropriate care to patients who need more expensive treatments 
than the norm. Under the outlier policy, hospitals receive an increase in pay- 
ment for treatment of patients whose care is substantially more costly than the 
average patient with that diagnosis. 


None of the payment schemes address economic benefits from effective treatment that arise 
outside the health system, from reduced disability, expanded productivity, and reduced depend- 
ency. 
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Building Innovation Into Government Policy 

The discussion of the importance of considering the impact of payment and regu- 
latory policy on innovation suggests another approach to stimulating the competi- 
tiveness of the life sciences sector. As agencies carry out their individual missions, 
most do not consider the impact of policies on medical innovation as part of their 
mission. As discussed earlier, the new payment paradigms created by health reform 
could have a profound and negative impact on medical innovation. These negative 
impacts can be avoided without doing violence to the goals of health reform. But 
to make sure the changes support rather than inhibit innovation, someone has to 
be thinking about the issue and build appropriate measures into implementation. 

One option for assuring that innovation is considered as policies are implemented 
across the government would be to create a dedicated, adequately staffed office with- 
in the White House with the specific mission of making sure that government poli- 
cies are sensitive to medical innovation and support the President’s goals of assur- 
ing that America leads the world in science and technology. The office’s activities 
would be complementary to the current work of OSTP and PCAST. This office would 
act as an advocate for innovation, provide review and input into policies of indi- 
vidual agencies, and serve as a point of contact for industries, institutions and indi- 
viduals with an interest in medical, scientific and technological innovation. Such an 
office could be located within PCAST, OSTP or the National Economic Council, or 
could be a stand-alone office. This proposal has recently been endorsed by the Coun- 
cil for American Medical Innovation, a coalition of leaders and organizations from 
research, medicine, academia, industry, and labor. 

A related policy that could be considered is to require that each major policy deci- 
sion or regulation include an analysis of the impact of the policy on medical, sci- 
entific and technological innovation. This would be analogous to an environmental 
impact statement. Requiring that a statement of this kind be included would assure 
that the issue of innovation is at least considered as policies are developed. 

Trade Policy 

The opportunities for export growth by our industry and corresponding job cre- 
ation in the United States are very great. Rapid economic growth in emerging mar- 
kets is 2-3 times faster than in the U.S., EU and Japan. China’s middle class is 
projected to exceed the entire U.S. population by 2015, and India’s middle class 
could reach 600 million by 2025. These are just two of the largest expanding mar- 
kets, with smaller but also rapidly growing economies in Southeast Asia, Latin 
America, and the Middle East. In each of these countries, the emerging middle class 
is demanding first class medical care and creating a very large potential market for 
advanced medical technology. Even in Europe, the market for many advanced tech- 
nologies is historically under-penetrated. 

The question is whether the U.S. medical technology industry will retain its lead- 
ership position to take advantage of this growth overseas and expand exports and 
create jobs for Americans. The future seems far less secure in view of the increasing 
competition by foreign companies and, perhaps more significantly, by foreign gov- 
ernments. Overseas, we see government policies that are designed to encourage do- 
mestic growth in, and attract foreign investment to, the medical technology indus- 
try. In the U.S., we need a comparable response. 

As I have mentioned, there are significant efforts by a number of foreign govern- 
ments to support a home-grown medical technology industry or to encourage loca- 
tion of research or manufacturing facilities or purchase of locally manufactured com- 
ponents by multinationals. Some of these efforts are legitimate, but others represent 
abuse of government power. Opening markets and ensuring a level pla3dng field are 
essential to the future growth of the U.S. medical technology industry. Protection 
of American intellectual property is particularly vital. We are pleased with the sup- 
port our industry has received from U.S. agencies involved in trade — the USTR, 
Commerce and State. The officials in these agencies have worked hard to use the 
tools they currently have to attack discriminatory practices in other countries. 

But they need more firepower to match the efforts of other countries. U.S. trade 
barriers are very low — virtually non-existent for medical technology. Other coun- 
tries, especially the fast growing emerging markets, have much higher access hur- 
dles. Unless the U.S. becomes engaged in actively negotiating and implementing 
free trade agreements (FTAs) that lower those barriers, U.S. exports will suffer. The 
EU has many more FTAs around the world than the U.S. China is pursuing FTAs 
with its Asian neighbors. The barriers that U.S.-made medical technology must 
overcome drives up the cost of our products in foreign markets compared to domesti- 
cally made products and even medical technology from their FTA partners. 

The proposed Trans-Pacific Partnership (TPP) should be viewed as one important 
component of the Administration’s export promotion for the medical device industry. 
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Implementing the U.S. -Korea FTA should be another, followed by launching many 
more FTA negotiations. In addition to the direct benefits from the specific provisions 
of the agreements, each FTA provides a valuable forum for governments to discuss 
and resolve trade issues. In a highly competitive global market, the United States 
cannot afford to disengage, as other nations conclude preferential agreements that 
benefit their industries. U.S. leadership in international trade is always necessary 
to maintain open markets; at no time has this leadership been more critical than 
in today’s challenging economic environment. 

In pursuing free trade agreements, it is important that the U.S. demonstrate a 
commitment to the strongest possible FTA provisions. In addition to advancing pub- 
lic health and patient access, these agreements should: (1) address non-tariff bar- 
riers (NTBs) affecting our industry, especially non-transparent or discriminatory 
regulatory procedures; (2) include provisions that foster access of foreign consumers 
to innovative products; (3) encourage harmonization among the signatories of regu- 
lations that are necessary for determination of safety and efficacy, consistent with 
international norms; (4) ensure the strong protection of intellectual property (IP) 
rights; (5) secure the most expeditious elimination of tariffs possible; (6) grant effi- 
cient regulatory approvals, while ensuring product safety; and (7) provide expedi- 
tious customs clearance. In addition, new FTAs, like the TPP, should include spe- 
cific provisions for sectors, like the medical technology industry, to address our 
unique concerns regarding regulatory approvals and government reimbursement. 

We recognize that negotiating new free trade agreements is a long-term process 
and can only focus on a limited set of countries. In the meantime, the United States 
is facing ever-greater challenges to its economic position in the world, and U.S. in- 
dustry is experiencing fiercer competition in the global market place. Companies can 
deal with the challenges that come from the private sector and that are unaided by 
foreign government support. However, as I have noted, foreign governments are in- 
creasingly assisting their industries, sometimes directly but more often indirectly — 
for example by championing certain industries and adopting standards and regula- 
tions that favor domestic firms — and that are not consistent with international 
norms. Such actions that are used to protect the domestic market can have a dam- 
aging effect on U.S. exports to those markets, diminishing the U.S. manufacturing 
base. Therefore, we encourage the U.S. trade agencies to address the goals described 
above through all means at their disposal. 

In that regard, we have two additional suggestions. First, in negotiations with for- 
eign governments to preserve and expand export opportunities for U.S. manufactur- 
ers, USTR must have sufficient authority to lead negotiations involving these issues. 
U.S. agencies with regulatory authority should not have the option of opting out or 
adopting a posture of only protecting their authority within the U.S. There should 
be creative ways to maintain and strengthen regulations that protect the health and 
safety of Americans while improving the U.S. economy. 

Second, we believe that one of the goals of regulatory agencies should be to im- 
prove U.S. international competitiveness. For example, the primary role of FDA is, 
and should certainly remain, to protect the health and safety of the American peo- 
ple. At the same time, consistent with that role, FDA should also assist U.S. inter- 
national commerce. As it now stands, FDA’s international mission is almost exclu- 
sively focused on assisting other countries to meet U.S. regulatory requirements — 
including by establishing offices in many of those countries. This legitimate out- 
reach has the effect of facilitating access to the U.S. market in competition with 
U.S. -based firms. To maintain balance and help assure reciprocity, those same FDA 
offices should be staffed and have a mandate to work, in cooperation with the U.S. 
embassy, with foreign governments to assist entry of safe and effective American 
products into foreign markets. 

Tax Policy 

As is well recognized by authorities in the field, a number of aspects of American 
tax policy are not conducive to maintaining America’s lead in science and technology 
or in encouraging medical technology and other industries to locate manufacturing 
and research and development in the United States. Issues that have been identi- 
fied include the relatively high American corporate tax rate; the failure to make the 
R& D tcix credit permanent and its lack of generosity relative to competitor nations; 
and tcix policy that makes it expensive to bring profits earned abroad home for in- 
vestment in America. All of these policies deserve reconsideration. 

The R&D tax credit deserves special mention. The U.S. was the first country to 
establish such a credit, but today it ranks 17th out of 21 OECD companies in its 
generosity. It has been estimated that raising the credit from 14 percent to 20 per- 
cent would increase economic output by $90 billion and increase Federal teix reve- 
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nues by $90 billion, more than offsetting the $6 billion of additional Federal costs.^^ 
The failure to make the credit permanent undermines its ability to stimulate re- 
search and development, as opposed to subsidizing research and development that 
would occur anyway. For the start-up companies creating the breakthrough products 
of tomorrow, the R&D tax credit has limited utility, as described below, and could 
be much more effective in encouraging innovation. 

The newly enacted $20 billion excise tax on medical technology products will in- 
hibit investment and put U.S. domiciled companies and especially small companies 
at an additional disadvantage relative to foreign competitors. Of course, we want 
to express our deep appreciation of your successful efforts. Senator Klobuchar, to re- 
duce the level of that tax. 

Encouragement Of Small and Start-Up Companies 

As discussed earlier, small and start-up companies are critical engines of innova- 
tion for the medical technology industry. These companies are extremely dependent 
on venture capital and angel investors and sufficient venture capital is often not 
available to fund many promising ideas, to provide support in the earliest stages 
of product development, and to sustain development of innovative products over an 
extended timeframe. There are several ideas that could be considered to address 
this problem that could potentially have a significant effect in driving scientific and 
technological innovation: 

• For companies with no profits, allow the R&D tax credit to be taken against 
payroll teixes or received as a refundable tax credit rather than held and used 
against future profits. This could help provide critical capital during the time 
when the company most needs a positive flow of funds, and could have a major 
impact in encouraging private investment and bringing more innovative thera- 
pies to fruition. 

• Expand the Small Business Innovation Research program at the NIH and liber- 
alize eligibility requirements. This program is potentially extremely valuable in 
funding early-stage research and development by start-up companies, but the 
maximum award size and the requirement that applicants can not have major- 
ity venture capital ownership are limiting. Since the program precluded awards 
to majority venture capital owned firms, applications for SBIR grants at the 
NIH have declined by almost 50 percent.^^ 

• Expand support for regional or local innovation clusters and incubators. Such 
clusters have been shown to spur development of new technologies and products 
and additional support for local efforts to establish them could be helpful. 

Invest in America’s Science Base 

America’s science base, including basic research, the supply of scientists and engi- 
neers, and vitality of America’s universities as centers of basic and applied research, 
is critical to the medical device industry, as it is to America’s leadership in science 
and technology more generally. A number of studies have documented the relative 
decline of America’s science base by such measures as R&D investment as a share 
of GDP, new patents as a share of the global total, global share of scientific re- 
searchers, and new doctorates in science and engineering. The Administration’s 
proposals, as outlined in the President’s address to the National Academy of 
Sciences on April 27, 2009, will go a long way to rebuilding America’s scientific and 
technical strength and these policies should be maintained. 

Conclusion 

Thank you again for your interest in this important issue. If I could leave you 
with one message it is this: to maintain America’s world leadership in the life 
sciences generally and medical technology specifically, we need good policy to sup- 
port our strengths in this increasingly competitive world. 

Senator Klobuchar. Thank you very much. 

Mr. Weiss. 


Robert D. Atkinson, “Create Jobs by Expanding the R&D tax credit,” ITIF, January, 26, 
2010, cited in Gone Tomorrow. 

^^Gone Tomorrow. 

23 Robert D. Atkinson, “Role the U.S. Government can Play in Restoring U.S. Innovation Lead- 
ership,” testimony before the Committee on Science and Technology, Subcommittee on Tech- 
nology and Innovation, U.S. House of Representatives, March 2. 
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STATEMENT OF ANDREW M. WEISS, PRESIDENT AND CEO, 

CoAxia, INC. 

Mr. Weiss. Thank you very much, Senator Klobuchar, for invit- 
ing me to be a witness at this hearing. Senator Begich, Senator 
LeMieux, thanks very much for letting me come here and testify 
and represent our industry. 

As you heard, my name is Andrew Weiss. I’m the President and 
CEO of a startup company named CoAxia. CoAxia is pioneering an 
innovative therapy to treat ischemic strokes. Ischemic strokes af- 
fect over half a million patients a year. 

By way of background, I am an engineer. I did go to MIT. I did 
get a business degree. And I’ve spent most of my professional ca- 
reer working in, or guiding, medical device companies. 

Today, in addition to my role at CoAxia, I’m on the boards of a 
couple of startup companies, and I advise others, and medical ven- 
ture device firms. So, I live, sleep, eat, and breathe this every day. 

I’m here to discuss my direct experience with what it takes to de- 
velop and commercialize medical therapies. And, as we’ve heard, 
you know, this industry, I think, is a shining star. I like to say to 
my community, “We’re the good guys.” We’ve helped with a positive 
trade surplus. We help improve, extend, and help people’s lives. 
But, this industry’s now at risk. 

So, our community has developed pacemakers, implants, 
neurostimulators, minimally invasive surgery techniques, et cetera. 
All of these devices help people’s lives. And many of the jobs in our 
industry are highly paid and very, very highly skilled. And, as you 
heard, in our hometown of Minneapolis there are hundreds of med- 
ical device companies, thousands of employees. We have a precious 
natural — national resource, where we can develop, test, and manu- 
facture medical therapies for almost any disease state right here in 
Minnesota — or, right there in Minnesota. 

So, let me tell you a little bit about the CoAxia story. CoAxia was 
started 10 years ago, by a brilliant neurologist at Cornell Medical 
Center, named Denise Barbet. Denise had an idea for increasing 
the blood flow into patients’ brains after they got an ischemic 
stroke. She had a concept for treating these patients. She came to 
Minnesota, and she found guidance and venture capital money. 

Since that time. I’ve raised $60 million for the company. We’ve 
conducted five clinical trials in over 10 countries, at 80 medical 
universities and research centers. We’ve employed dozens of people. 
We’ve recruited the efforts of hundreds of clinical researchers in 
these different institutions. 

And we’re not done. Although we finished enrollment in our piv- 
otal trial, after 5 years of work, we’re calculating, we’re collecting 
lost data. We hope, if we’re positive, to submit a PMA to the FDA 
sometime later this year. 

After this 10 years of work, if we’re positive with our PMA, we 
hope to then apply for coverage, coding, and reimbursement from 
CMS and the insurance agencies, and conduct a likewise process 
overseas, as well. So, you can see, from the startup of an idea, to 
actually getting a device into clinical use with reimbursement can 
take 10 to 12 years, $50- to $100 million. 

As you can see, as a CEO of a startup. I’m at the intersection 
of many of the members of this ecosystem, and these members, in 
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many cases, don’t know that they act, frankly, in partnership. So, 
my job is to coordinate them all. 

And who are they? They’re the patients, the physicians, inven- 
tors, universities, hospitals, regulators, engineers, clinical trialists, 
suppliers, and our investors, and lawyers. If these members aren’t 
aligned, then the innovation process stops. So, fundamentally, our 
role is to make sure that the entire innovation process works as ef- 
ficiently as possible. 

This ecosystem’s in great risk right now. Despite the fact that 
there’s an unparalleled amount of new technology to apply to med- 
ical therapies, this whole community is threatened. The FDA regu- 
latory environment is in flux. And this risk of increasing uncer- 
tainty, time to market, et cetera, is reducing venture investing in 
the community. Reimbursement paths are complex and opaque. 
Physician consulting relationships and access to university tech- 
nologies are being restrained. 

All of these factors, combined with the global financial downturn, 
has led — have led to significant declines in venture investing. The 
declines in venture investing are choking off the formation of new 
medical device companies. If these factors continue to trend nega- 
tively, our ability to innovate in this field will cease. 

Let me highlight a few areas of great concern. 

First of all, as we discussed, the regulatory environment. The 
FDA’s mission is to establish reasonable safety and efficacy of med- 
ical devices, and to promote innovation. Demands for additional in- 
formation, delays in reviews, questionable experience of reviewers, 
inconsistency in the application of FDA guidelines, and, as we’ve 
heard, the announcement of upcoming changes in the 510(k) proc- 
ess, causing concern in the medical innovation community. Dr. 
Shuren, the CDRH director, deserves a lot of credit for being public 
about the need, and for driving changes. 

But, what’s happened in the meantime is, venture investing in 
this field has frozen, in anticipation of the possibility of more re- 
stricted FDA guidelines, and they’re causing U.S. companies, many 
of my colleagues, to shift to an outside-of-the-United-States strat- 
egy for both development, trialing, and commercializing. This is 
real, and it’s happening today. 

A clear, efficient, predictable regulatory path, which focuses on 
reasonable standards of safety and efficacy, will promote innova- 
tion in the United States. The medical community needs a cham- 
pion to help with this effort, to make sure that the FDA is serving 
the balance of public good, here. 

With regard to the financial community — this is the other major 
risk right now — in addition to the perceived regulatory risk, the 
global financial decline has led to a reduction in venture investing. 
And, as I mentioned earlier, this reduction in venture investing is 
negatively impacting startups. 

Intellectual property reform is the third area. As it takes, often, 
more than 10 years to get a new invention out into clinical use, 
patent protection is critical. If we can’t offer that to our investors, 
they won’t invest in our companies. 

And physician availability. It is critical that we have easy access 
to physicians to act as consultants to our companies, and, in some 
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case, in early stages, that we can use stock to remunerate them. 
We need access to physicians. 

So, our medical innovation model is based on a public/private 
partnership. We look forward to your help. Thanks very, very much 
for inviting me here. 

[The prepared statement of Mr. Weiss follows:] 

Prepared Statement of Andrew M. Weiss, President and CEO, CoAxia, Inc. 

Introduction 

My name is Andrew Weiss, and I am the President and CEO of CoAxia, a medical 
device start-up company based in Minneapolis, MN. CoAxia is pioneering an innova- 
tive medical therapy for ischemic stroke, a condition that afflicts more that 500,000 
Americans every year. By way of background, I am a mechanical engineering grad- 
uate of MIT with an MBA from Columbia University. I have spent the majority of 
my professional life leading large and small medical device companies, or partici- 
pating on their Boards of Directors. I have run startups with no revenue and a 
$600M division of Medtronic. I have worked with medical capital equipment, diag- 
nostic imaging, patient informatics, implantable device therapies, and single use 
catheter systems, with companies and investors in the U.S., Europe and Israel. 
Today, in addition to my role at CoAxia, I am a Director of two early-stage medical 
companies and am an informal advisor to others and to medical venture funds. 

The U.S. medical device innovation engine — the medical device startup commu- 
nity — is at great risk. Despite an unparalleled level of new technology which is 
available to apply to medical therapy innovation, there is great concern in the med- 
ical community that our ability to pioneer new therapies is threatened. The regu- 
latory environment is in flux. The financial system of venture capital is in a period 
of decline. Physician consulting relationships and our ability to collaborate with uni- 
versity hospitals are being restrained. Intellectual property laws are in review — pos- 
sibly making it easier and cheaper for patent infringers. If these factors trend nega- 
tively, then our ability to fund, develop, evaluate and produce new medical therapies 
will decline. We need visibility to the issues, and in a number of areas, support from 
our legislatures. 

Medical Device Industry Benefit 

Let us remember for a moment the medical devices which save, improve or extend 
lives today — which are the result of medical innovation. Pacemakers. Hip implants. 
Stents. Angioplasty catheters. Neurostimulators for pain management and move- 
ment disorders. Of course the list goes on and on. They benefit patients. They are 
good for our society. 

In addition, as you all know, the companies which make these devices employ 
hundreds of thousands of Americans. Many of these jobs are highly skilled and high- 
ly paid. They are the sources of income, taxes and community wealth across the 
U.S.. In my hometown of Minneapolis, there are hundreds of medical innovation 
companies and the entire business and clinical infrastructure to support them: sup- 
pliers, lawyers, consultants, clinical experts, physicians. It is an intensely valuable 
community of experts who can collaborate to develop new medical therapies. This 
is, in my view, a precious national resource. 

In addition, U.S. medical devices are heavily exported and generate a $5B+ posi- 
tive trade balance. Our technology and devices generate income for American com- 
panies and positive good will around the world. 

Some say that medical device innovation raises healthcare costs. More tests, more 
scans, more procedures, yields more costs . . . However, innovation in medical 
therapies also improves patient outcomes, speeds their return to productive, healthy 
lives, reduces hospital stays, increases physician productivity and can reduce 
healthcare administrative expenses. 

Lastly, some people have intimated that we have enough medical devices — and 
that there is no more need for medical therapy innovation. This is an absurd and 
dangerous point of view. There are many, many untapped fields of innovation in 
medical treatment, and we should in fact view this decade as having the possibility 
of a renaissance in medical innovation: genomics, nanotechnologies, higher levels of 
computing power, miniaturization, biotechnology, device combinations and more. To 
even consider our work “done” is a terrible injustice to citizens with illnesses and 
an unwise, cynical approach to innovation and progress. 
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Trends and Pressures — Medieal Device Innovation at Risk 

Positive trends — There are many positive factors in medical device innovation 
today — primarily due to technology: the explosion of new materials, electronic, bio- 
technology, genomic and communications technologies. As I mentioned earlier, the 
underl 3 dng development of new technologies is creating major new opportunities to 
manage care, provide treatment, and reduce costs. From simple technologies which 
allow the elderly to be remotely monitored for their heart conditions, to complex 
image-guided remote robotic surgery, to closed-loop methods to control insulin for 
diabetes patients, there are thousands of new devices and new therapies in develop- 
ment and ideas yet to come based on new technology development. Other positive 
trends have been the increasing use of information and computing technologies to 
speed and reduce the cost of development. 

Negative trends I Increasing Risks — On the negative side there are a number of 
critical factors which deserve your attention. As one of my medical community col- 
leagues Dr. Josh Makower has put it, the medical device community is facing “the 
perfect storm” of negative factors, which indeed threaten medical device innovation. 
The key negative trends are: 

Regulatory environment — Within the FDA’s mission are the requirements to es- 
tablish the “reasonable safety and efficacy” of medical devices, and the “promotion 
of innovation.” The division which regulates medical devices, the Center for Devices 
and Radiological Health (CDRH), has the responsibility to clear or approve all med- 
ical devices — an enormous task. Over the past 5 years thousands of devices have 
been cleared to market by the 510(k) process and a few hundred by the PMA proc- 
ess. A number of trends are causing concern among medical device innovators, in- 
cluding demands for additional information, delays in reviews, a perception of incon- 
sistency, and announcements of upcoming changes to the 510(k) process. Dr. Jeffrey 
Shuren, CDRH Director, deserves credit for being very public in his efforts to up- 
grade and reform FDA practices, but in the device community, the anecdotes of de- 
layed reviews, inconsistency, changing requirements and upcoming changes have 
caused deliberate shifts of venture funding away from medical devices. In my expe- 
rience, this shift is due to fear among the venture investors that the regulatory re- 
quirements are unknown and increasing. 

Financial community stability — ^At the same time, global financial instability, 
starting with the derivative and mortgage-backed security crises has forced signifi- 
cant reductions in funds going into the medical device venture funds. The impact 
is that venture investing is down Vs, and a much higher proportion of the remaining 
funds is supporting existing companies, and moving away from early stage startups. 
As you can imagine — no funding — no innovation. 

Uncertainty and complexity in healthcare structure, coverage and reimbursement — 
For years, the complexity of our healthcare insurance environment has challenged 
device innovators. Whereas we can relatively easily identify patient and clinical 
needs, determining insurance coverage, physician, hospital and clinic reimburse- 
ment paths is a constant challenge. 

In summary, the medical device innovation community is threatened by a com- 
bination of longer and more expensive development and clinical requirements, in- 
creased regulatory burden and risk, uncertainty in the health coverage and insur- 
ance fields and more restrictive policies regarding hospital and physician collabora- 
tion. If we want a healthy medical innovation community, we must address these 
issues. 

What Support is Needed Now 

I believe, and many of my colleagues in the startup medical device industry be- 
lieve, that we are in very challenging times for new medical device innovation. The 
combined challenges of regulatory uncertainty with threat of increasing data re- 
quirements, setbacks and uncertainty in the venture community, a long, complex 
and uncertain environment for medical device insurance coverage and payment and 
restrictions to access University settings and physician advisors are crippling our 
ability to fund, invent, develop, evaluate and bring innovations into clinical practice. 

Medical Device Regulations — The U.S. regulatory device approval process is by 
definition complex and requires deep study for any true assessment of recommenda- 
tions. The medical community needs a champion to assure that the FDA regulatory 
process becomes a clear, efficient partner in the medical innovation process — ensur- 
ing reasonable safety and efficacy and promoting innovation. The fundamentals are: 
a clear, efficient, predictable regulatory path, focusing reasonable standards for safe- 
ty and efficacy, which align with the risk/benefit of medical devices, will promote 
innovation. Speed, predictability, least-burdensome principles and a partnering atti- 
tude with the ultimate goals of safety and efficacy are needed to ensure that U.S. 
medical innovations flourish here in the U.S. 
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A few basic principles are important: 

• Innovation in medical devices needs a competent, clear, efficient and collabo- 
rative CDRH which partners with device developers to reach consensus on a 
strategy for technical and clinical data, which assures reasonable safety and ef- 
ficacy of treatments and promotes innovation. 

• The medical community needs the FDA, as its regulations and policies create 
a baseline for device and treatment safety, efficacy claims, reliability, and com- 
parable clinical and technical evidence. This allows physicians, payers and pa- 
tients to he ahle to compare, select, and have confidence in their treatment se- 
lections. 

• Congress needs to provide guidance to the FDA on its fundamental role: is it 
chartered to select treatments for physicians, or to regulate approval of devices 
and treatments for physicians to select. It is my view that the FDA should 
clear/approve treatments, and then let the medical community select treatments 
based on their assessments of relative effectiveness and their patients’ needs. 

• CDRH must have the skills, expertise, structure, and guidelines, along with 
partnerships with the medical community to help judge the safety/risk/benefit 
balance of any new therapies. 

• CDRH should ensure that any requests for additional information conform to 
the basic principle of being “least burdensome.” CDRH’s device evaluation infor- 
mation requirements scale based on device risk. This is appropriate and should 
be a basic principle for future assessments. Requests for additional data, tests 
and studies should only be those which are required to “assure reasonable safe- 
ty and efficacy.” 

• There are times when studies come close to meeting but do not fully meet their 
trial objectives. The FDA should have the flexibility, and the encouragement, 
to allow treatments and devices to be approved for narrower claims based on 
these trials, with requests for appropriate follow-on studies, so that these de- 
vices can be put into clinical use without the need for completely new studies. 

• CDRH needs to maintain, upgrade and streamline the 510(k) clearance process 
so that incremental improvements in devices can be moved quickly through the 
clearance process. 

Financial community stability — The medical device industry needs stability in the 
financial community, healthy employment and healthy state and Federal Govern- 
ment budgets in order to have the private funds needed to support medical innova- 
tions. The current financial environment, combined with uncertainty about the FDA 
regulations has choked off investments into medical venture funds, which is further 
reducing medical device startups. 

Coverage and Reimbursement — Medical devices innovators need a clear path to in- 
surance coverage for its devices and procedures. The U.S. presents a complex patch- 
work of largely independent systems which review new devices and treatments for 
insurance coverage, coding and hospital, clinic and physician payment. The lack of 
efficiency, consistency and clarity in coverage and reimbursement prevents new 
therapies from clinical adoption. 

Hospital ! University partnerships — Medical innovators need access to university 
labs, people and resources. Many universities are facing conflicting pressures of in- 
tellectual property commercialization, restrictions on innovators or physicians from 
owning their inventions, or from being compensated as consultants to startups, and 
from academic conflict of interest guidelines to ensure that their professors’ publica- 
tions are deemed unbiased. 

Physician availability — ^All medical innovators — and especially the smaller compa- 
nies — need inventions, advice, feedback from, and research conducted by leading 
physicians in their fields. Without physician invention, we will lose most new med- 
ical therapy ideas. Without physician feedback, we will develop products which do 
not fit their needs. Small companies often do not have cash to pay physicians, and 
rely instead on stock or option grants as compensation. Physicians need to be able 
to invent — and own stakes in their own companies — and to consult — and be com- 
pensated for their work, without recrimination. 

Summary 

Medical device innovation is a positive, valuable resource for the United States. 
It is threatened by the combined forces of financial markets instability, lack of clar- 
ity and administrative burden from existing regulations and uncertainty about regu- 
latory reform, patent reform, access to physicians and university resources and clar- 
ity and speed in insurance coverage and reimbursement. The industry welcomes 
congressional review and visibility into these diverse issues in order to continue to 
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prosper and to provide innovative medical therapies, jobs and positive export trade 
balances for America. 

Additional Background Information 

Medical Device Innovation — Collaboration Requirements 
Medical Device Innovation requires many collaborating partners. In order for our 
system for medical device innovation to take place, key partners must collaborate 
productively. The key partners are: 

I. Inventors — There are thousands of inventors in the U.S. and overseas. This 
vibrant community exists in companies, universities, hospitals and garages. 
They are motivated to invent, but require financial incentives and rewards to 
fund their livelihoods and work. 

II. Physicians — Physicians are fundamental to the medical innovation process. 
They invent, guide, judge and adopt new therapies. It is in the public’s best in- 
terest to have physicians intimately involved with, and incentivized to partici- 
pate in development of new therapies. If physicians are restricted from partici- 
pating in therapy innovation, then the innovation process will stop. 

III. Scientists and Engineers — It goes without saying that our national com- 
petence in engineering and science is a basic requirement for medical innova- 
tion. We need strong universities, science and biomedical engineering scholar- 
ships and internships, and immigration for key talents. 

IV. Patients — Everything we do is patient-focused, however, we also critically 
need patients to participate in clinical studies. Without them, we cannot deter- 
mine safety or efficacy of new therapies. 

V. Universities — Universities are key sites for labs and research facilities, gen- 
erators of new technologies, education centers for future physicians and sci- 
entists, and magnets for inventors. University relationships with their research 
and teaching staffs should facilitate business formation and collaboration with 
the startup community. 

VI. Hospitals, Clinics, Physician Practices — Hospitals and the related care pro- 
viders offer the underl3dng resource to evaluate and then adopt new therapies. 
Overly restrictive risk profiles and intellectual property rules, or inadequate pa- 
tient data management stifles new therapy evaluation. 

VII. The Financial Community — The vast majority of medical device innovation 
is funded by private investors who take long term risks on the development and 
commercialization of new medical therapies. Whether they are private investors 
in large public companies, “angel” investors who seed startups, or venture funds 
who provide the core capital to prove out new therapies, each of these investors 
plays a fundamental role in medical innovation: they provide the capital which 
funds all the work. And, without the promise of a reasonable return for the risk 
taken and capital employed, then the financial resources will cease, and the 
new technology will stay just that: as new technology. It is important for the 
public good for there to be sufficient stability in the financial markets, clarity 
and transparency in medical venture investing, and a reasonable regulatory and 
reimbursement environment, if we are to continue to rely upon — and benefit 
from — private funding of medical device development. 

VIII. Regulatory Agencies — All medical device innovators have the same under- 
lying objective: to develop devices and therapies which are safe and serve a 
medical need. Only when a device meets these simple objectives is there any 
hope of medical adoption, insurance coverage and use — resulting in sales and 
profits. In the U.S., the FDA is responsible to regulating medical devices and 
therapies, for setting the standards for safety and efficacy, and for ensuring 
that medical devices meet their stated and proven claims, so that physicians 
and patients can make informed decisions about adoption. Medical device man- 
ufacturers need a clear, predictable, efficient, and appropriate regulatory path 
to clear and approve medical devices in order to both create realistic and timely 
plans to evaluate new devices, but also to minimize the time and cost to de- 
velop, evaluate and place devices into clinical use. 

Note that the FDA has been in the news often these recent months, and the 
medical device community is very concerned about the recent trends. The funda- 
mental issue is that all medical devices have some level of risk associated with 
them — and this risk must be balanced against the potential benefit of the ther- 
apy. If the risk-benefit balance is too lax, patients may suffer — but with good 
disclosure physicians will stop using the therapy. If the balance is too tight, no 
new therapies will be approved and then all patients who could possibly benefit 
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will be denied their opportunity for treatment. This balance is a ultimately a 
decision based on data and medical judgment, which is guided by two key FDA 
guiding principles: “reasonable safety and efficacy,” and “least burdensome” 
paths to market. The concern in the innovation community is that current — and 
possibly the new — FDA policies are too restrictive, uncertain and unpredictable. 
In this case, we cannot plan, investors cannot invest, and our innovation cycle 
breaks down. 

IX. Insurers and Payers — Without insurance coverage, coding, and appropriate 
reimbursement for devices, institutions and physicians, there will be no adop- 
tion of new medical therapies. Clear benchmarks for reimbursement and cov- 
erage processes provide innovators guidance for timing, pricing and costs. 

How the Medical Innovation Collaboration Works 

The medical innovation process is long, risky, and involves the diverse community 
mentioned above. To understand how to facilitate the process — to reduce risk, re- 
move choke points, reduce time, and increase output, while maintaining the under- 
l3dng goals of safety and efficacy — a quick review is valuable. 

a. Invention — A new idea for a medical device or therapy is invented and the 
inventor often seeks advice from physicians. Some times the inventors are Uni- 
versity employees. Often, the inventors offer physicians stock in their new com- 
pany for their advice. The inventor will submit patent applications for their in- 
vention. 

b. Initial Funding ! Prototyping ! Animal Experiments — The inventor and physi- 
cian may raise some funds from local investor “angels” — perhaps as much as a 
few hundred thousand dollars — to develop prototypes and proof of principle of 
their therapy. 

c. Feasibility Testing — ^After initial testing and prototyping — often 1-2 years 
from invention — the inventor may seek venture capital funding to build a team, 
conduct initial human experiments. $3M-$10M is raised, 20-30 employees are 
employed, more physician advisors are needed. University research hospitals 
are involved and 1-2 years passes. FDA approval of the studies — or work over- 
seas — is required. Following the initial feasibility work, the team will often con- 
duct a second set of feasibility trials, also under FDA approval, to refine their 
therapy, and demonstrate some level of patient benefit and safety. This second 
trial may also take 2-4 years and require $10M-$20M. The team may grow to 
support the development and manufacturing of devices and to conduct the 
trials — at perhaps as many as 10-20 hospitals. 

d. Pivotal Study — The team must then conduct a pivotal study, which is also 
regulated with the FDA and establishes the specific claim language and statis- 
tically valid outcomes for the therapy. This pivotal study may involve hundreds 
of patients, take 3-5 years and cost $50M-$100M. Dozens of hospitals, hun- 
dreds of patients, and 50-h people are now engaged in the development, manu- 
facturing and clinical work for the new therapy. 

e. Regulatory Submissions — After the trial is completed, the team then submits 
trial results to the U.S. FDA and overseas regulatory/insurance groups. The 
FDA process involves FDA reviews, often review by an FDA-selected panel of 
physicians and then a final decision by the FDA. The entire time and cost of 
data collection, review, FDA submission and FDA review may take 2 years and 
$10M-$20M. 

f. Coding, Coverage and Reimbursement — ^After FDA review and approval, the 
Company may now initiate sales and marketing, but must still secure insur- 
ance/CMMS coverage and reimbursement — and include hospital payments, phy- 
sician payments and device payments — a 2-year process. 

In the end, 10 years are likely to pass, 50-100 employees hired, $50-$100M dol- 
lars raised, 50-h hospitals, 100-h physicians, often 200-500-1,000 patients are stud- 
ied, insurers and at numerous state and at least 2 Federal agencies have been in- 
volved. The time, commitment, development and investment in these new devices 
is extraordinary. 

The process for new medical devices and therapies to be developed, tested and ap- 
proved is a complex, long and risky path. Medical innovators — and the medical 
startup community have mastered this process and the new medical therapies in 
use every day are the result. This is good for America. And we can do better. 


Senator Klobuchar. Thank you. 
Mr. Williams. 
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STATEMENT OF RHYS L. WILLIAMS, PRESIDENT, 

NEW WORLD ANGELS, INC. 

Mr. Williams. Senator Klobuchar, thank you very much for con- 
vening this subcommittee hearing. And I want to thank Senator 
LeMieux, as well, for the invitation to speak as a witness, and 
thank Mr. Begich for his consideration. 

Senator Klobuchar. He’s returning in a minute. 

Mr. Williams. I believe you. 

Senator Klobuchar. I’ll fill him in on what you say. 

Mr. Williams. He knows where I live. I know where he lives. 

Members of the Committee are likely very aware of the critical 
role that entrepreneurial management plays for one of our — for our 
Nation’s competitiveness, and quality and quantity of innovative 
technologies, and the companies that our economy produces. 

You may be somewhat less aware of the role of so-called “angel 
investors,” who, in most years, either match or exceed the total 
level of early venture finance funding provided by institutional in- 
vestors to early-stage ventures. These are the same companies that 
create new jobs in entirely new industries — high-wage jobs — for our 
economy, and assist our competitiveness. 

Angels invest as much money as VC firms do, but in smaller 
amounts and spread over a greater number of companies, with — 
and also with a greater geographic dispersion of those companies. 
So, in that case, a very important source of financing, nationwide. 

Angels may invest individually, in small groups of two or three 
fellow investors, or as part of structured angel groups, whose num- 
bers may range from 20 to 25, giving them real critical mass, in 
terms of combining individual checks into meaningful financing 
rounds. 

The prototypical angel investor — angel group investor — has been 
an angel for 9 years, has made an average of 10 angel investments 
during that time. They, themselves, have founded an — on average, 
2.7 ventures over 14.5-year tenure as an entrepreneur; is 57 years 
of age, and has earned a master’s degree; and commits fully 10 per- 
cent of their total net worth to investments within this asset class 
of early-stage investing. So, they’re very familiar with the chal- 
lenges and the opportunities within this asset class of early-stage 
capital. 

Early-stage investment is critical to commercializing the techno- 
logical innovations and promoting our Nation’s competitiveness. 
And that should be obvious by now. 

From both of these perspectives, that of entrepreneur and that 
of other — of angels that back them, there are several areas where 
the Federal Government can take positive action to increase and 
accelerate the quality and rate of our innovation. 

I’d like to hit a couple of them. And I’ve been fortunate, most of 
the panelists have covered several of them, so I can, kind of, be 
very specific in certain comments. 

With regard to the FDA, I’d like to make a very — a somewhat 
controversial suggestion that we might — the agency might shift 
away from a zero-defect mentality. And there’s probably not 
enough time to fully go into that, but there are medications that 
provide significant benefits to a very broad number of patients, and 
yet there are certain profiles where they do present a hazard. This 
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can be diagnosed ahead of time. And with patient — with careful de- 
cision and oversight with physicians, there may be cases where we 
should look beyond just a zero-defect mentality within that agency. 

With regard to the U.S. Patent and Trademark Office, we really 
need — there are very little incentives for our entrepreneurs to file 
in foreign — certain strategic foreign jurisdictions, because of the 
lack of enforcement and — or quality of enforcement. And it’s unfor- 
tunate, because we thereby abandon any, really, economic value of 
the innovations that we come up with here in our country. So, we 
really would like the Federal Government to significantly push for 
protection, and particularly in strategic jurisdictions — China, India. 

Federal tax policy is the one area I think where I can speak best 
to and is, I think, critical. The incidence of low capital gains rates 
over the past several years has definitely led to an upsurge over 
the past 6 years in early-stage investment. And so, low capital 
gains rates are very necessary to support an investment class 
which is characterized by 5- to 15-year holding periods, illiquidity 
up — all the up to the time of exit, categories of risk that are just 
not present in other asset classes, such as regulatory risk: Will you 
actually be able to sell the product that you have, and when? Tech- 
nology risk: Will the product ultimately work, once we get the pro- 
totype developed and the product perfected? And financing risk: 
Will there actually be another investor to pick up the baton once 
we’ve done our part and handed it off? It’s a very unique asset 
class, and it requires special protections. And among those protec- 
tions, or promotions, is capital gains — a low capital gains rate. 
With the absolute number of angel investors able and willing to in- 
vest, and with — contracting on an absolute and relative basis, it’s 
critically important that capital gains rates remain very low to ex- 
tend investment in this asset class. 

Same is true with the number of — number and extent of venture 
capital investments. The industry, as it normally does, is going 
through a significant contraction. The boom-and-bust cycle usually 
sees the ranks thin by two-thirds over the period of a cycle. And 
so, that industry, as well, is very dependent upon low capital gains 
for maximum returns. 

I see my time is up. If I can take just one more minute? 

Senator Klobuchar. Sure. 

Mr. Williams. Thank you very much. 

Serious consideration needs to be given to the — removing the 
threat of taxation of carried interest. This is also — I think, will thin 
the ranks of venture capitalists. People — it will steer managerial 
talent out of the sector. Potential venture capitalists will seek em- 
ployment in other areas, where compensation is much more lucra- 
tive. And current fund managers will retire. They, essentially, 
won’t want to raise another fund. I have seen this firsthand. I’ve 
lived it through the — during the dot-com era. And so, our venture 
industry is the envy of the entire world. It is the goose that lays 
the golden egg, and we would be ill-served by threatening one of 
its key incentives, which is the carried interest, the taxation of car- 
ried interest. So, we need to, I think, leave well enough alone when 
it comes to taxation of that very important feature. 
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I went to thank you again for this opportunity. Unfortunately, I 
didn’t get a chance to talk with other — on my other points, hut they 
are in my remarks — my written remarks. 

Thank you very much for this opportunity. 

[The prepared statement of Mr. Williams follows:] 

Prepared Statement of Rhys L. Williams, President, New World Angels, Inc. 

My name is Rhys Williams, and I would like to thank Sen. George LeMieux (R. — 
Florida) and the other Honorable Members of the U.S. Senate Subcommittee on 
Competitiveness, Innovation, and Export Promotion for this opportunity to share 
ideas from the frontlines of both entrepreneurship and early stage venture finance. 
I am a businessman from southeast Florida, and I wear two closely-related hats. My 
primary occupation is that of biotechnology entrepreneur; I am President of an early 
stage R&D firm (iTherapeutics) developing pharmaceutical drug candidates in part- 
nership with academic researchers from the region’s leading academic institutions. 
Additionally, my all-consuming avocation is serving as President of Florida’s largest 
and only state-wide angel investor group (New World Angels), whose individual 
members invest collaboratively in what they hope will be the region’s next entrepre- 
neurial business success stories. 

Members of the Subcommittee are very aware of the critical role that entrepre- 
neurial management plays for our Nation’s competitiveness and the quantity and 
quality of innovative technologies and companies our economy produces. They may 
be somewhat less aware of the role of so-called “angel investors,” who, in most 
years, either match or exceed the total level of early stage venture funding provided 
by institutional investors such as venture capital funds. The Center for Venture Re- 
search estimates that U.S. angel investors invested $19 billion in 55,000 deals (in 
about 35,000 small businesses) in 2008. Figures for 2009 (same source) comparing 
the activity of angel investors with that of institutional venture capital funds is 
highly instructive. In that year, 259,600 individual angel investors invested $17.6 
billion as part of 57,000 deals, 47 percent of which were in early stage ventures. 
By contrast in that same year, 794 institutional venture capital funds invested the 
same amount ($17.69 billion) as part of only 2,800 deals, only 9 percent of which 
were considered as investments in early stage companies. 

Angel investors may invest individually, in small groups of two or three fellow in- 
vestors, or as part of structured angel investor groups, whose number may range 
from 25 to 100. The metrics furnished by the Angel Capital Association regarding 
the profile of structured angel groups are instructive (see www.angelcapital 
association.org). The prototypical angel group investor has been an angel investor 
for 9 years, has made an average of 10 angel investments during that time, have 
themselves founded 2.7 new ventures during a 14.5 year tenure as an entrepreneur, 
is 57 years of age, has earned a masters degree, and directs fully 10 percent of his/ 
her net worth to angel investments as an asset class. Such members are themselves 
either current or former successful entrepreneurs, and they also place investment 
bets on early stage companies run by other entrepreneurs, since they are more fa- 
miliar with the challenges and the opportunities within the early stage ventures 
which comprise this asset class. 

Early stage investment in high-growth, technology-based ventures is critical to 
commercializing technological innovations, to promoting our Nation’s competitive- 
ness, and to robust job creation. For the 25 year period from 1980 to 2005, firms 
less than 5 years old accounted for all net job growth in the U.S. (Business Dynam- 
ics Statistics Briefing: “Jobs Created from Business Start-ups in the United States,” 
Jan. 2009). A representative list of firms initially funded by angel investors include 
Google, PayPal, Starbucks, BestBuy, Amazon, Myspace.com, facebook, Costco.com, 
Yahoo!, Alcoa, and Cisco Systems. 

From both perspectives (those of early-stage entrepreneurs, and the angel inves- 
tors who back them), there are several areas where the Federal government can 
take positive action to increase and accelerate both new business creation and pri- 
vate funding thereof. Equally important, there are areas where the Federal Govern- 
ment’s best policy would be to take no action at all and let private matters remain 
private. 

I. Regulatory Arena (Food and Drug Administration) 

In recent years, the Food and Drug Administration has gone through extended pe- 
riods without formal, resolute leadership. Political considerations in the wake of 
high-profile drug safety incidents have left regulators at all levels hamstrung, afraid 
to make any decision whatsoever during the long drawn-out process of regulatory 
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review of new drug candidates, medical devices, and “combination” technologies. In 
such an environment, entrepreneurs lose years in their product development 
timelines and must spend additional capital in order to pursue preliminary, and ul- 
timately final, approvals of the technologies they seek to bring to market. As a re- 
sult, early stage investors increasingly altogether avoid making investments in 
areas with greatest technological promise, for the following reasons: 

• With extended (and some would say indeterminate) development timelines, is 
it not possible to predict what the risk-adjusted return on investment (ROI) 
might be for a given technology. 

• Investors believe that given the internal culture of the FDA, regulators are 
incented not to make approvals in any case (for fear they may get it wrong). 

• With the “regulatory risk” so great, angel investors are incented to make invest- 
ments in other equally promising sectors and technologies which are not re- 
quired to pass through regulatory scrutiny at all (e.g., wireless, social media, 
entertainment software, business process services, etc.). The chilling effect of 
regulatory delay and/or indecision is palpable from an investor standpoint. 

Recommendations: 

• Fill critical vacancies at the FDA as quickly as possible. 

• Charge the FDA leadership to send clear, consistent policy signals as part of 
its regulatory pronouncements, so that both entrepreneurs and early stage in- 
vestors will understand the FDA’s expectations, requirements, preferences, 
timelines, etc., within specific biotechnological/medical sub-sectors; enhance the 
agency’s communication function. 

• Speed up regulatory review at all stages of the FDA application and regulatory 
process. 

• Perform a cost-benefit analysis to compare societal benefits resulting from a 
“calculated risk” policy, vs. a “zero-defect” policy as pertains to new drug re- 
views and approvals. Common wisdom within the biotechnology and pharma- 
ceutical industries is that there is no such thing as a “safe drug”; there are 
drugs whose safety profiles offer substantial benefits to the overwhelming ma- 
jority of patients who understand and personally accept the risks of a particular 
drug, undertaken with the guidance of their physicians. 

II. U.S. Patent and Trademark Office (USPTO) 

Similar to characteristic delays resulting from FDA regulatory review, the U.S. 
Patent and Trademark Office (USPTO) is significantly backlogged in its patent ap- 
plication review and patent issuance processes. It is a common thread of discussion 
within the entrepreneurial community that the USPTO is facing up to a 3.5 year 
backlog in processing applications. This delay not only adds to a company’s develop- 
mental timeline requirement, but increases the legal costs that must be born hy 
early stage ventures. Entrepreneurs and the angel investors who back them require 
more timely information regarding whether a particular venture’s technologies will 
receive patent protection; patents are often one of the few assets an early stage ven- 
ture can acquire. Relatedly, an early stage venture is required to know whether it 
has “freedom to operate” within a particular intellectual property landscape {i.e., a 
general analysis that it is not likely violating other patent-holders’ rights). Entre- 
preneurs are often told by investors to “call me when you have received your patent 
allowance” from the USPTO; however, the entrepreneur is not able to keep the 
doors open until that time. Given the significant gating factor that the patent appli- 
cation process represents, entrepreneurial managers must make decisions regarding 
allocation of time, capital, technology, and skilled labor, often under total uncer- 
tainty. To the extent the time-frame of this uncertainty can be minimized, from a 
patent perspective, the more efficient and efficacious the venture creation economy 
will be. 

Finally, U.S. ventures often perceive little value in filing patents in strategic for- 
eign jurisdictions, since there is little guaranty that local enforcement mechanisms 
are available or effective. Consequently, entrepreneurs often forego pursuing patent 
filings in foreign jurisdictions with poor or questionable enforcement mechanisms. 
Intellectual property is thereby abandoned for purposes of commercialization within 
that foreign territory. 

Recommendations: 

• Consider implementing a USPTO policy of “expedited review” for those tech- 
nologies in strategic sectors of the U.S. and international economies {e.g., bio- 
technologies, wireless technologies, clean technologies, renewable energy, etc.). 
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• Significantly expedite the review process and approval of patent issuances, 
whether this might require re-allocating existing resources or increasing staff 
levels to handle workload, or outsourcing backlogged workflows to private ven- 
dors at key thresholds. 

• Continue to push for reciprocity for and enforcement of intellectual property 
rights within foreign jurisdictions. 

• Study potential changes to the U.S. patent regime, whereby U.S. patent rights 
might begin from the time of award, not from the time of filing or disclosure. 
This would “toll” the patent application period and allow companies to exploit 
the full potential 20 year life of a patent. It would also increase the economic 
value of the patent for the firm and from the perspective of early stage inves- 
tors. 

III. Federal Tax Policy 

The 16 percent capital gains rate has been cited as one of the most important rea- 
sons for the increase in angel investment levels in the last six years. Any significant 
increase in capital gains rates will significantly curtail the number of investments 
made in this high-risk asset class. At a time when all other economic indicators 
point to less available capital for small business at the same time that the sheer 
number of potential investors has plummeted with the economic downturn, it would 
be counterproductive to increase capital gains taxes for individual investors who em- 
brace great financial risk to directly support innovative, start-up companies. 

Additionally, Federal ordinary income tax credits for angel investments in small 
business start-ups would also improve the flow of angel capital to small businesses 
in communities throughout the country. Twenty-plus states and several foreign 
countries have instituted income teix credits over the last decade. These credits are 
generally offsets against other investor teix liabilities and enhance the attractiveness 
of early stage, high-risk investments in early stage enterprises. A Federal tax credit 
could ensure that innovative small businesses would benefit from such investor 
credits, irrespective of state of domicile. A nationwide credit would enhance the ben- 
efits offered by states that already have such programs as offsets to state taxes (fed- 
eral ordinary income tax obligations are greater than state tax liabilities). In addi- 
tion, a tcix credit with a nationwide footprint could help encourage more syndication 
among and between angel groups in different states, which is increasingly the man- 
ner by which entrepreneurs are able to raise larger rounds of financing. Several 
state-level precedents are instructive. A 2008 study of Wisconsin’s angel teix credit 
program and related initiatives found that overall investment in Wisconsin small 
businesses increased by 43 percent from 2006 to 2007. Wisconsin-based angel groups 
increased their investments by 57 percent and more than doubled the number of 
small businesses that benefited from Wisconsin’s policy initiatives during the same 
period. 

Beyond the realm of angel investors, recently proposed legislation to tax “carried 
interest” earned by venture capital fund managers at ordinary income tax rates 
rather than at capital gains rates will significantly reduce the number of institu- 
tional venture capital funds being raised and consequently the amount of capital de- 
ployed to the most deserving entrepreneurs. In normal cyclical fashion, the venture 
capital industry expands by two-thirds during “boom” times, and then contracts by 
two-thirds during “bust” cycles. During bust cycles, venture capitalists “retreat up- 
stream” and pursue later-stage companies whose risk/reward profile is lower than 
that of early stage companies. Thus, there is already a strong cyclical contraction 
underway; to reduce the compensation earned by venture capital fund managers will 
substantially exacerbate this already challenging trend. Venture capitalists will 
forego or abandon their involvement in the discrete asset class of venture capital, 
and instead pursue other areas within the investment professions, such as tradi- 
tional mutual fund management, asset management, commodities and/or currency 
trading & arbitrage, where the risk/reward profile will appear more attractive. The 
“dr3dng up” of early stage venture capital sends an extremely discouraging signal 
to early stage entrepreneurs (particularly within the biotechnology arena), and it 
has the very tangible effect of channeling both capital and managerial talent into 
other industries and technology sectors which require less total capital, over fewer 
years, and which do not include “regulatory risk” as part of their investment profile. 
Unfortunately, such industries are of less strategic importance to the Nation’s com- 
petitive standing (e.g., niche consumer products now receive investor capital vs. 
pharmaceutical development; entertainment media deals are funded vs. clean en- 
ergy technologies). 

Recommendations: 
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• Encourage Congress to keep capital gains tax rates for angel investments in 
truly early-stage businesses at 15 percent or less when it renews teix legislation 
for long-term capital gains this year. 

• Given current economic conditions, Congress should consider complementing a 
lower capital gains rate for successful early-stage investments with a tax credit 
for investments in innovative small businesses. Federal ordinary income tax 
credits for individual angel investors in small business start-ups would also im- 
prove the flow of angel capital to small businesses in communities throughout 
the country. The Angel Capital Association could serve as a resource to advise 
legislators and policy makers on best practices gleaned from the twenty-plus 
states who have implemented state-level individual tax credit programs to pro- 
mote growth of small businesses that create high-paying jobs. 

• Resist calls for changing the teixation of carried interest for venture capital fund 
managers from capital gains to ordinary income. Such a policy would greatly 
reduce the already shrinking pool of available venture capital and result in a 
significant drop-off in new venture funds being raised. 

• Beyond ordinary income teix credits for individuals, corporate tax credits for 
small firms could be linked to levels of outside capital investment attracted, em- 
ployment gains made by small firms, capital equipment purchased, or some 
combination of these measures. There has been experimentation in this area at 
the state level as well. The effectiveness of this proposed policy however is ad- 
mittedly lessened for those early stage technology-based firms which operate for 
several years without meaningful revenues (which is not uncommon). 

rV. Federal and State Seeurities Regulations 

Federal rules require individual investors who seek to invest in an early stage 
company to meet certain threshold requirements of either wealth or income level. 
As the economic downturn has decreased the number of individuals able to meet 
these thresholds, consideration should be given to lowering one or both the stand- 
ards. 

Additionally, the Federal Government should continue its beneficial policy of per- 
mitting the exemption of early stage company stock from the usual securities and 
exchange listing requirements under Regulation D of the 1934 Act. This exemption 
saves early stage companies and their investors significant time and money, which 
are at a premium for such enterprises. 

Recommendations: 

• Preserve, and potentially lower, the traditional definition of “accredited inves- 
tor(s)” for securities and teix law purposes. Conversely, raising the threshold 
definitions will vastly reduce the number of angel investors eligible to make in- 
vestments in early stage companies. 

• Continue to protect the “Reg. D” exemption under the ‘34 Act for the offering 
of stock in early stage ventures. 

• Study the potential benefits of simplifying the complex patchwork of all Federal 
regulations within the area of securities issuance exemptions. 

• Pursue harmonization of Federal laws with the patchwork landscape of the 
states’ own “Blue Sky” securities regulations. This would provide regulatory and 
financial relief to early stage firms, which often must incur onerous legal cost 
to ensure compliance in numerous state jurisdictions. 

V. Programs Promoting the Development and Integration of Local/Regional 
Infrastrueture and Critical Resources for the “Entrepreneurial 
Ecosystem” 

Two programs showing early promise and worthy of promotion at the Federal 
level are as follows: 

A. The Florida Institute for the Commereialization of Public Research (FICPR) 

The Florida Institute for the Commercialization of Public Research (FICPR) 
matches commercially-viable technologies originating from the states’ public and se- 
lect private research institutions with: (i) experienced start-up managers (entre- 
preneurs) and (ii) private investor capital (angel investors, venture capitalists, and 
corporate development partners). FICPR is an unprecedented collaborative effort of 
the technology licensing and commercialization offices of Florida’s eleven state uni- 
versities as well as those private research institutions within the state that receive 
public funding. These partners are the gatekeepers charged with licensing tech- 
nologies to startups for commercial product development leading to company growth 
and job creation. A nonprofit organization formed by the Florida Legislature in 
2007, FICPR’s mission is to create new, innovation-based companies and jobs by 
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supporting entrepreneurship and commercialization of publicly-funded research in 
the life sciences, aviation/aerospace, clean energy, homeland security, and informa- 
tion technology sectors. 

In addition to the aforementioned “matchmaking function,” FICPR expands access 
to early stage capital by administering Florida’s newly authorized Commercializa- 
tion Matching Grant Program, which provides matching state funds to qualified 
Phase I and Phase II SBIR Federal grant and STTR Federal grant awardees. The 
multiplier effect of this program significantly expands the initial award of Federal 
grant monies with new sources of both state funding and private investor capital. 

Finally, FICPR expands and strengthens the connectivity among the state’s tech- 
nology business incubators, local innovation networks, prototyping facilities, stra- 
tegic workforce training agencies, angel investor groups, and other entities through 
which additional training, communication, financing, and relevant support services 
are provided to early stage ventures. In this role, FICPR leverages existing assets 
and infrastructure, connecting the dots in a state often characterized by regional 
and institutional insularity. 

In the near future, FICPR aspires to foster even greater connectivity among the 
many separate elements of the entrepreneurial ecosystem by leveraging requested 
Federal funding with other state and locally-funded initiatives and programs. The 
collaborative model implemented by FICPR represents a successful precedent that 
is worthy of study and replication, both regionally and nationally. 

B. Promote the Establishment and Growth of Private Angel Investor Groups and 
Networks 

Since angel investors have most recently accounted for roughly half of all early- 
stage funding last year (also consistent with the long-term trend), entrepreneurs 
and the early stage businesses they start would benefit from an expansion of orga- 
nized angel investor activity. One challenge facing policymakers is that angel invest- 
ing is, by its very nature, an inherently private sector matter. Providing private in- 
vestors with exposure to best practices and a roadmap for how they may organize 
collaborative angel investment activity at local and regional levels is perhaps the 
best manner of promoting private investment activity in early stage companies. The 
Angel Capital Education Foundation (ACEF), a national source of education and re- 
search on angel investing, serves as a resource and repository available to assist pri- 
vate investors, entrepreneurs, support organizations, legislators, and policymakers 
who seek to understand, pursue, access, and/or promote angel investment activity 
(www.angelcapitaleducation.org). 

Recommendations: 

• Federal agency heads and Federal legislators should become familiar with the 
programmatic successes of both the Florida Institute for the Commercialization 
of Public Research (FICPR) and the Angel Capital Educational Foundation 
(ACEF). Where possible, the programs and initiatives developed by both entities 
should be supported, replicated, extended, and also integrated into existing Fed- 
eral programs (as relevant). 

• Specific consideration should be given to funding the FICPR’s upcoming grant 
application to the i6 Challenge Grant program (sponsored by the U.S. Depart- 
ment of Commerce’s Economic Development Administration, in partnership 
with the National Institutes of Health (NIH) and the National Science Founda- 
tion (NSF). 

VI. SBIR and STTR Programs. 

The Federal Small Business Innovation Research (SBIR) and Small Business 
Technology Transfer (STTR) Programs have been a staple of early stage company 
formation and advancement for many years. While the time and scope of this testi- 
mony do not permit a sufficient overview of each program, the core takeaways are 
as follows: 

• SBIR and STTR grants provide key financing for early stage companies seeking 
to bridge the “Valley of Death” between initial seed capital (most often provided 
by entrepreneurs themselves, their “friends and family,” and/or angel investors), 
and later, larger financing rounds from institutional investors (e.g., venture cap- 
ital funds and large pharmaceutical firms). 

• SBIR/STTR grants serve an important “validating” function for later investors, 
signaling that the science supporting the technology under development by an 
early stage firm has gone through peer-review during the grant award selection 
process. 
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• SBIR/STTR grants are often the sole source of funding for “highest risk/highest 
reward” projects which seek to demonstrate the first “proof of concept” for a 
given technology. 

In recent years, funding for the SBIR and STTR programs has been threatened 
by larger corporate and institutional investor interests, who would prefer to see Fed- 
eral funding steered toward later-stage, larger enterprises. However, SBIR and 
STTR grants, primarily intended for small and mid-size enterprises, are literally the 
“seed corn” for much of this Nation’s most innovative private research and develop- 
ment efforts. 

Recommendations: 

• Preserve Federal funding support for both the SBIR and STTR programs. 

• Protect SBIR and STTR programs from encroachment by larger firms which 
seek to displace earlier stage firms from grant award funding, potentially by im- 
posing ceilings on the size of enterprise that may be eligible for grant funding. 

VII. Conclusion 

Again, I would like to thank Senator George LeMieux (R. — Florida) for the oppor- 
tunity to share these observations and recommendations with the Honorable Mem- 
bers of this Senate Subcommittee. Federal policies supporting: (i) entrepreneurs, (ii) 
the early stage ventures they launch and grow, and (hi) the early stage investors 
who back them, all contribute to an ecosystem that is part of a virtuous cycle of 
high-wage job creation, increased tax revenue (over the long-term), dynamic innova- 
tion, and robust competitiveness on the global stage. By the same token, as sug- 
gested earlier, restraint at the Federal level is often the best available policy option. 

Senator Klobuchar. Well, I’m sure Senator LeMieux won’t let 
you go without some questions. 

I, first, turn to you. Dr. Atkinson. Both Senator LeMieux and I 
were interested — and I know Senator Warner and Begich have 
raised this, as well — this idea of a competitiveness policy. And I 
thought Mr. Chopra’s analogy, with the broadband policy, which 
actually had some meat on the bones when it was put out there — 
how would you like this to look? Like, what would it really be, this 
competitive policy? 

Dr. Atkinson. Well, I think — it’s interesting, in my written testi- 
mony, I allude to how many other countries have done this. Ghana 
just recently established a process to do this. So, many countries 
are doing this. And it involves more than just simply several people 
getting together in an interagency process every few weeks and 
drafting up, you know, a little white paper, as helpful as that may 
be. 

I think what it requires is a very serious analytical effort. And 
one of the things the broadband team did is, they brought in people 
from groups like McKinsey and Boston Consulting Group — real ex- 
perts, real — people who do this for a living — ^brought them in on de- 
tail, and spent 9 months going deep into what the real challenges 
are. So, I think we need to do that. We need to, for example, look 
at the medical device industry, look at the IT industry, look at aer- 
onautics, a whole set of things: Where are we strong, where are we 
weak? What are the challenges they face? Then look at a whole set 
of things around what you call “support factors.” How is our regu- 
latory system working? How is our tax system, compared to other 
countries? How are we doing on public investment and policies to 
spur technology transfer and commercialization? What can we 
learn from other countries? And then develop a whole list of rec- 
ommendations that both the Administration and Congress could 
follow up on. 

Senator Klobuchar. Has anything been done like this before? 
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Dr. Atkinson. We’ve done two things like this before in this 
space. One was President Carter’s 1978 — I believe it was 1978 — 
Domestic Policy Review on Innovation. And this was a very serious, 
long-term, you know, 8 to-^ months kind of effort, looked across the 
board. And this actually stimulated a lot of the follow-on activities 
in the 1980s — the Bayh-Dole Act, the Collaborative Research and 
Development Act, a whole set of other things. 

And then again, in 1983 or 1984, President Reagan established 
the Industrial Competitiveness Commission, and that also did a lot 
of analysis and led to a whole set of other acts, including helping 
shape the Omnibus Trade and Competitiveness Act of 1989. 

So, we have done these things before. And we did them, I think, 
pointedly, when we thought we faced real challenges with the Jap- 
anese and Europe, challenges in the 1970s and 1980s. And then we 
sort of decided we didn’t need to do this anymore, and put it aside. 

Senator Klobuchar. And I can look into this more, myself, but 
do people point to it, then, sometimes? I feel, sometimes, that peo- 
ple are just responding to various groups that are coming in all the 
time — auto industry, this industry. And it does seem to me that it 
would be incredibly helpful to — even hearing Fred Hochberg, the 
head of the Export-Import Bank, list some of our top export poten- 
tial, and look at what those are, and look at. How are we helping 
them? How are we hurting them? And then, also, as you point out, 
bigger policies that would help everyone so we could 

Dr. Atkinson. Could I make a 

Senator Klobuchar. — use it as a guidepost? 

Dr. Atkinson. Could I just make 

Senator Klobuchar. Go ahead. 

Dr. Atkinson. — one other point? 

I think an interesting point — I — when I was Chief Advisor to the 
Governor of Rhode Island, back in the 1990s, for the Economic Pol- 
icy Council there, we actually put in place a very detailed strategy. 
We looked at nine key industries in the state. We understood their 
competitive position. We then looked at all these crosscutting 
things. We put in place a policy that led to a whole — a plan and 
a strategy that led to a whole set of policies. But, we weren’t the 
only state that has done this. I believe Minnesota has done this. 
Many states have put in place competitiveness strategies. And it’s 
just striking that somehow states can do this, but we don’t think 
the Federal Government should. 

Senator Klobuchar. Well, especially when we’re competing in a 
global economy. 

You also mentioned OIRA, this whole idea — did I say that right? 
It’s Cass Sunstein’s position. 

Dr. Atkinson. Right. 

Senator Klobuchar. And he was my law professor, and my law 
review comment advisor, so I know him well and have a lot of re- 
spect for him, including the work he’s doing with the book, 
“Nudge,” and all of the other things he’s done. Do you think that — 
you mentioned it — could they play a bigger role in this, as we look 
at how we deal, in a positive way, with the FDA, to move them and 
work with them to see, not just one side, but also understand this 
innovation side, that there are ways you can ensure safety, but do 
this in a way that doesn’t discourage good investment? 
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Dr. Atkinson. Yes. This was a proposal that we actually made 
from work that two of our colleagues did — ^Arti Rai and Stuart Ben- 
jamin, who were both law professors at Duke University, and pro- 
posed this idea and had it as a law review journal and then an 
ITIF report. Both of them are in the administration now. Stuart is 
at FCC, and Arti Rai is at the Patent Office. And obviously they’re 
big proponents of this idea. And the point that they make in their 
report in — is that OIRA, right now, is basically a cost-benefit agen- 
cy, so it looks at what agencies are doing from a very narrow per- 
spective — what economists would call “static analysis.” How is this 
going to affect just what’s going on today? There’s very little capa- 
bility or focus on how this might affect things, 5 years down the 
line or 10 years down the line. How do what agencies do and how 
do — what they perform — how do they 

Senator Klobuchar. When you listened to Mr. Weiss, it’s 10 
years for one product. But, go on, yes. 

Dr. Atkinson. Well, you’re — it’s just this — there’s nobody in — at 
0MB standing over the shoulder of agencies, looking not just at the 
rules that they propose, but their operations, and saying, “You 
know what, you’re not structured to support innovation as well as 
you could.” 

So, our view is, a very small effort in 0MB — it doesn’t need to 
be a lot of money, but just someplace in the Federal Government 
where that’s what they’re doing every day, and really urging agen- 
cies to take innovation more seriously. 

Senator Klobuchar. Very good. 

Mr. Uhl, you mentioned something — and maybe it was in your 
written testimony, but maybe we just talked about it before — that 
China is looking at this country-of-origin policy, in terms of when 
they allow products in, that you have to have an OK in your own 
country of ori^n. Well, it’s pretty easy to put the dots together. 
But, if it’s taking us years longer than it is, say, France or Eng- 
land, or just Europe as a whole, to OK a product, if you’re a busi- 
nessman or -woman, and you want to get something in China, 
what motivation is there to stay here, if our policies take too long? 

Mr. Uhl? 

Mr. Ubl. I think that’s a terrific point. I mean, if you picture two 
gateways, the FDA review process, which is, at best right now, un- 
clear, and could potentially get more arduous for companies, and 
you look at the European CE Marking process, under which many 
medical technologies are on the market for several years before 
they’re available to U.S. patients, the choice is pretty clear, that 
you’re going to continue to pursue the more efficient path. 

And, as I mentioned, our concern is that that is going to be the 
beachhead under which, if China and India are the target markets, 
the whole industry is going over time to migrate abroad not only 
manufacturing, but clinical trials, R&D, the whole value chain. 

Senator Klobuchar. Does China actually have that policy in 
place right now? 

Mr. Ubl. They do. 

Senator Klobuchar. OK. 

We all know that there are advantages of the U.S. I mean, I 
don’t think we have to go into it. You know that. You represent the 
companies, with our long history here, and the people who are 
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trained, and the well-thought- of products. But, as Dr. Atkinson 
said, looking 5 years down the line here, if we don’t respond to this 
quickly — because we live in a global world, and it’s going to make 
a difference. 

Could I — just one more question — I know there’s an Institute of 
Medicine study coming out, on this 510(k) process. Do you have any 
information about the study? Have they included all interested par- 
ties in working on this study? 

Mr. Ubl. The lOM has just recently begun its inquiry into the 
510(k) process, and they will report. Spring or Summer of next 
year. 

We do have some concerns that the lOM Review Committee does 
not include a great number of people who have actually developed 
products, and brought them through the commercialization process, 
although they are opening their process to outside comment. 

I think, to understand the value of the 510(k) process, you really 
have to appreciate the innovation model in medical technology. I 
sort of liken the drug discovery model to the Big Bang theory, 
where you test a compound for a number of years, you find one 
that works, the compound doesn’t change, going forward. Medical 
technology, by contrast, is like the software industry; it’s rapid, in- 
cremental improvement, where you have new products coming out 
every 18 to 24 months. And the way those incremental improve- 
ments are brought through the regulatory process is through the 
510(k) process, which allows you to make these modest incremental 
improvements that, when you add them up, make a powerful im- 
pact on public health. 

So, it’s the main superhighway, if you will, where most medical 
technologies are brought through the process. 

Senator Klobuchar. And the concerns that I’ve heard is that, 
you know, suddenly there has been — it’s not that you couldn’t per- 
fect the process and make it better and make some changes, but 
there’s — it’s sort of sporadically happening right now, without a lot 
of lead time, so that companies and investors can adjust to that, 
so that you — instead of saying, “This is how we’re going to change 
it in 3 years,” suddenly, on the 89th day of a 90-day process, some- 
one’s suddenly asking for a $40-million new study, is what I’m 
hearing. Could you comment on that? 

Mr. Ubl. I’m hearing a lot of that, as well. On the one hand, 
there’s a great fear of the unknown, where the agency is looking 
at the process, and the lOM is looking at the process, investors and 
companies don’t know what’s going to come out of the other end. 
But, yes, an analogy I would use is, today it’s built like the “Pea- 
nuts Cartoon,” where you’ve got Charlie Brown trying to kick the 
field goal, and Lucy, at the very last minute, pulls it away. Many 
companies are very frustrated that they’ll go and make an agree- 
ment with the agency over the data that’s required, only to have 
a new reviewer put in place, or new data requirements being re- 
quested. And that just throws the entire process up in the air. 

Senator Klobuchar. Mr. Weiss, do you want to comment a bit 
more on this, in terms of the questions I was asking Mr. Ubl? And 
how could we change this? While still understanding that you can 
always make a better regulatory process, and there are probably 
some changes that safety experts, consumer advocates, patients 
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groups, as well as medical device industry would support — how do 
we do it in a way that makes it work, so you don’t unnecessarily 
limit investment and send it all over to Europe? 

Mr. Weiss. Well, I think Mr. Uhl put his finger right on the 
issue. The fear of the unknown makes it very, very difficult for 
companies like ours to plan. When we can’t put a plan together, 
then, fundamentally, we can’t attract investment. So, investors are 
looking at medical devices with more uncertainty that they had be- 
fore. 

So, the first thing to do is to take uncertainty out of the process. 
There’s a number of ways to do that. One is to assure that compa- 
nies that are in the process today are grandfathered to whatever 
the current system is. The second one is to involve industry in the 
development of the new processes. 

And what seems to have happened in the last few months — and 
now, with the review process, led by Dr. Shuren — is that there 
seems to be signaling by the FDA that they’re going to change 
something. And, whereas we have the right to provide comment, 
the — there are a lot of questions as to whether or not that’s real 
input, and whether we can help shape the process. 

That’s why we — ^you know, we’re so grateful for the opportunity 
to speak here today, to see what kind of support congressional sup- 
port and visibility can provide. 

Last, I think that the basic principle of harmonization with the 
European system would be advantageous to everyone. These same 
issues are dealt with in Europe with stratified risk, risk-reward 
benefits, the different levels of risk that devices have. And I think 
harmonization with the European system is a positive idea. 

Senator Klobuchar. Very good, thank you. 

Mr. LeMieux has returned. 

Senator LeMieux. Thank you. Madam Chair. 

I wanted to, if I may, ask a question to you, Mr. Williams. Some- 
thing that you and I have talked about — in fact, we talked about 
today, and it was mentioned earlier, and Senator Warner and I 
were discussing it — is this Valley of Death challenge. And maybe 
other folks on the panel will also speak to it. 

Where we do a pretty good job in helping folks, in getting invest- 
ment to people when they’re working in their garage, or they’re at 
a university and they’re working in the lab, we do very well once 
a product has been developed, sort of the end of the spectrum, get- 
ting investment to folks. But, that middle time seems to be a very 
challenging time for these folks to get the money so they can con- 
tinue developing their product and getting it toward commercializa- 
tion. 

What can the government do, and what models might there be 
out there that other States have tried successfully, that can help 
bridge that gap so that we can bring more of these good ideas to 
marketplace? 

Mr. Williams. One idea comes to mind. And I’ve heard that 
there may be three different proposals floating out there now for 
a Federal angel investor tax credit. Fully 20 States and some — 
three foreign jurisdictions — have already tried experiments in this 
area. I know the State of Wisconsin is a standout success in this 
area. In a 2-year period, where they used a State angel investor tax 
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credit, combined with their other policies, they — there was a 57- 
percent increase in the amount of funding given to small busi- 
nesses. And I think an increase in the absolute number of busi- 
nesses receiving funding jumped by 47 percent. An Angel Capital 
Association report, dated April 16 of this year, indicated that there 
were three proposals somewhere out there. And — I think, in the 
House. But, that’s something — I think, it’s definitely — I believe the 
Federal Government could look at those examples and maybe call 
for best practices, and see which policies might make the most 
sense. 

Additionally, right now, the ecosystem is significantly disrupted 
with the contraction of the venture capital industry. Angels used 
to be able to take big, broad bets on the big ideas, the big tech- 
nologies — clean tech, pharmaceutical therapeutics — and then trust 
that the better ones would survive, perhaps then with Federal 
grant funding, and then be picked up by the venture capital indus- 
try. That’s no longer the case. The venture capital industry has 
contracted. They’re feeding their own young. Their existing port- 
folio companies. They’re not making new bets. 

And so, there’s a Valley of Death within the Valley of Death. And 
so, I think we really need to — as I said during my primary com- 
ments, we really need to support the venture capital industry, and 
look at specific comments, in tax policy and other realms, to help 
establish it. It really is our — the pride of our country. It’s the envy 
of the world. And we need to do what we can, I think, to foment 
additional, you know, robust recovery of that industry. 

And I’m kind of surprised to hear an angel wax so positively 
about VCs, because frequently we are somewhat competitive across 
the negotiating table. But, there is a very important ecosystem 
there. So, I think that’s very important. 

Senator LeMieux. Mr. Weiss, do you want to tackle that? 

Mr. Weiss. Yes, I appreciate the opportunity. 

And I — and let me just reinforce what was just said. I advise a 
number of very early-stage companies, and I also work with a num- 
ber of venture capitalists. There are a number venture capital 
firms that have simply withdrawn from medical device investing. 
They view that the uncertainty in the regulatory environment, the 
complexity and challenges of getting insurance coverage and reim- 
bursement, and the — just simply the time to get a trial done, as 
untenable. So, they can’t attract investment into their funds. 

And the — exactly the issues with angels are compound by this 
sort of, you could say, the second Valley of Death. I know half a 
dozen venture funds that have either moved to much later-stage or 
just completely withdrawn from startup venture investing. And the 
impact of that, unfortunately, is — I’ve spoken to a number of com- 
panies that I’ve advised, “It’s very, very difficult for you to get any 
funding at all, so don’t even start.” And it’s really become a bigger 
and bigger problem. 

And in the Twin Cities, a number of venture-backed companies 
have simply shut down, because as venture funds have contracted, 
they have had to pick and choose which of their companies they 
continue to fund. And there are two or three, just in our building, 
that have left recently. 

Senator LeMieux. Mr. Ubl? 
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Mr. Ubl. Just briefly. I was in Israel last week, and I was struck 
by two things. One is, they do have a comprehensive innovation 
policy, of which medical technology is a key pillar. The second 
thing I was struck by is that the government has some fairly novel 
approaches to trying to cross the Valley of Death. For example, if 
small companies are able to secure private funding, the govern- 
ment will match that funding through the life cycle of the tech- 
nology. 

So, I think that, if we can look at some novel ways of strength- 
ening the seed-funding aspect of this, and creating incentives 
throughout the development process, that would be one suggestion 
I would make. 

Senator LeMieux. Dr. Atkinson? 

Dr. Atkinson. My colleagues talked more on the venture side or 
the angel side; let me talk about even prior to that. The first step 
to even get into the Valley of Death is to get something to take re- 
search and put it into a prototype or a business plan. And we do 
that well in some places, but in a lot of places, we don’t. I would 
look, for example, to MIT, where MIT has a whole ecosystem, 
where, if you’re a faculty, or even a student, with a good idea, you 
can get what are called these $50,000 ignition grants. It’s not a lot 
of money, but enough money for a faculty member or a student to 
develop a plan, to go out and start to talk to venture capitalists or 
angel investors. We need to have all our universities doing things 
like that. 

The second thing related to that is, there are States now that 
have very good public/private partnerships that work to get tech- 
nologies out of universities and to provide, sort of, early-stage man- 
agement help, sometimes with incubators, so they can — and States, 
including Florida, Minnesota — a lot of States have programs like 
that. Frankly, they’re significantly underfunded. 

So, I think we need to think about — was that proposal that I 
made in my written testimony, of what we call the SCNR, sort of 
like an SBIR, but — again, taking a small amount of money, and 
really spurring these kinds of efforts. 

Related to this is what other countries are beginning to do is ac- 
tually tie university funding to their ability to commercialize tech- 
nology. In Finland, for example, 25 percent of their higher-ed budg- 
et now is tied to performance. In Sweden — they just started this 
last year — 10 percent of their higher-ed budget is tied to perform- 
ance, with about half of that performance metric being. Are you 
commercializing technologies? Are you working with entre- 
preneurs? Are you, sort of, getting out of your comfort zone? 

We don’t do anything like that here. We could start to take very 
small steps in that direction, to begin to provide incentives for real 
performance. 

Senator LeMieux. Mr. Weiss, did you have another comment? 

Mr. Weiss. No, thank you. 

Senator LeMieux. OK. 

Senator? 

Senator Klobuchar. OK. 

Well, I wanted to thank all of you. This has really been a very 
good hearing. 

Maybe Senator LeMieux has a few closing remarks, as well. 
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What I’ll take away from this is, first of all, this — several of Dr. 
Atkinson’s ideas, and that were. I’d say, echoed by Mr. Chopra, in 
terms of a competitiveness strategy for our country. I think all of 
us share some frustration with the regulatory system. We’ve cer- 
tainly heard that from our very successful medical device industry, 
and one that we want to keep successful, as well as across the 
board with other innovative businesses. And that’s something we 
need to work on. And I am very committed to doing that. 

The patent issues that we talked about, and then, overall, the 
need to focus on exports. I think you saw common ground here, 
across party lines. 

And if I left you with anything, it’s what I’d leave with Mr. 
Chopra, is that we have to act, here. We are competing in a world 
against some incredibly vigorous competitors that aren’t going on 
listening tours. We need to do something, and get it done now, in 
terms of making a better environment for innovation in this coun- 
try. And I know those of us up here on this subcommittee are com- 
mitted to doing that. 

Thank you very much. 

You want to add anything 

Senator LeMieux. I do. 

Senator Klobuchar. — Senator LeMieux? 

Senator LeMieux. I want to, first of all, thank Senator Klo- 
buchar for her leadership on this, as well as the leadership on ex- 
ports. These are such important issues for medium and small busi- 
nesses across the country. 

And I want to thank you all for the work that you’ve done and 
the testimony that you’ve given today. This is not a partisan issue; 
this is about the competitiveness of this country. And I think we 
identified, today, the components of what this innovation plan 
needs to be focused on. It needs to be focused on making sure that 
regulation is efficient and effective in getting rid of the lag time, 
whether it’s at the FDA or the Patent Office. We need to make sure 
that the tax environment is of the sort that’s going to promote in- 
novation. We’ve got a focus on increasing exports, as well as a focus 
on providing funding, where appropriate, to allow these companies 
to be able to develop their ideas and bring them to the market- 
place. 

So, you’ve given us a lot of great information, and we will be 
back in touch with you, because I think this is something that Sen- 
ator Klobuchar and I are going to work on together. 

Senator Klobuchar. Very good. 

And, Senator LeMieux, I’m off to talk to some of our people in 
Tourism — I think that’s sort of important to Florida, isn’t it? 

Senator LeMieux. Slightly, yes. 

Senator Klobuchar. Yes. Which is another part of our sub- 
committee. 

So, thank you very much, everyone. And we look forward to 
working with you in the future. 

Thank you. 

[Whereupon, at 4:30 p.m., the hearing was adjourned.] 
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